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To make your selection easier, we have included symbols that call your attention 
to important features built into the shoes throughout this catalog. Tested and 
certified to meet the rigid standards established by the American Standard Test 
Method (ASTM), all of our safety footwear meets or exceeds the highest ASTM 
F2413-11 or ASTM F2892-11 ratings (where applicable). 
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UNION MADE IN THE USA* 

*Weinbrenner Shoe Company manufactures our Made in USA footwear 
at its two union factories in Wisconsin. Our Made in USA footwear is 
either Berry Compliant (100% Made in the USA with USA components) 
or Made in the USA with domestic and globally sourced components. 
Our Built in USA footwear uses all American hides and is assembled at 
our two union factories in Wisconsin. 


BERRY COMPLIANT (100% USA MADE) 

Made in the USA with USA components. 


BLOOD-BORNE PATHOGENS 

Thorogood BBP X-Stream Waterproof® and Stedair™ linings are blood- 
borne pathogen penetration compliant, for at least one hour when 
tested according to ASTM F1671, Standard Test Method for Resistance 
of Materials used in Protective Clothing. 


] ELECTRIC HAZARD RESISTANT FOOTWEAR 

Constructed or manufactured with electric shock-resisting soles and 
heels capable of withstanding an application of 18,000 volts (root 
mean square (RMS) value) at 60 Hz for 1 minute with no current flow or 
leakage current in excess of 1.0 milliamperes under dry conditions. 


I-MET PATENTED TECHNOLOGY 

A breakthrough in metatarsal protection, exclusively from Thorogood® 
features the only internal, invisible, Metatarsal Guard that’s complete¬ 
ly integrated with the safety toe cap. 

I-MET 2 PATENTED TECHNOLOGY 

Exclusively from Thorogood® Footwear. The polymer compound used 
in the I-MET2® absorbs and deflects impact to the instep of the foot. 
Like the original I-MET®, I-MET2® is an internal, invisible, Metatarsal 
Guard that’s completely integrated with the protective toe cap. 


| N0N-METALLIC UPPER 

These styles are 100% non-metallic utilizing composite toes and 
non-metallic hardware (eyelets). These features will help minimize the 
chance of marking / scratching work surfaces and will not activate 
security screening devices. 


POSTAL CERTIFIED 

Footwear bearing the SR/USA label have been manufactured according 
to USPS 89D and meet sole slip-resistance (ASTM F 489), domestic 
source end product, water resistance (ASTM D 2099) requirements. 
They are Certified by the US Postal Service and Department of Navy, 
Navy Clothing, and Textile Research Facility. 


^ PUNCTURE-RESISTING 

Puncture-resisting through the sole and heel area at a force load 
of 1200N (270 Ibf). Unique textile insole material is flexible and 
puncture-resisting. 



BUILT IN THE 


USA 


BUILT IN THE USA 

Uses all American hides and is assembled at 
our two union factories in Wisconsin. 


COMP 75 SAFETY TOE 

Composite safety toe caps provide the same protection as steel, 
but are non-metallic, corrosion resistant, transmit less cold and 
weigh less. 


U IMPACT 

Class 1/75 footwear retains a .500 inch (1/2 inch) for men’s and 
.468 inch (15/32 inch) for women’s or greater clearance after a 
nominal impact of 75 foot-pounds (101.7J), i.e., a 50 pound weight 
dropped, reaching 117.9 ± 2.4 inches per second velocity at impact. 
COMPRESSION: Class C/75 footwear retains a .500 inch (1/2 inch) 
after compression of 2500 lbs. (11,121 N) or greater. 


GO ^ E-TEX GORETEX" 

Engineered with the high-tech functionality of 
GORE-TEX®. GUARANTEED TO KEEP YOU DRY. 


INSULATED 



INSULATED 

3M™ Thinsulate™ Insulation, the original thin 
insulation designed specifically for footwear. 


MADE IN THE 


USA 


MADEINTHEUSA 

Made in the USA with domestic and globally 
sourced components. 


METATARSAL 

Class ASTM F2413-11 Mt/75 footwear retains a 1.0 inch clearance for 
men’s and .937 inch clearance for women’s, after a nominal impact of 
75 foot pounds (101.7J), i.e., a 50 lb. weight dropped, reaching 117.9 ± 
2.4 inches per second velocity at impact 3.5 inches in from the toe of 
the footwear (3.375 inches on women’s). 


SLIP-RESISTING 

Footwear is tested for ASTM F2913-11 SATRA Test Method TM144 (or 
Mark II) industry criteria for slip-resisting footwear. 


l|| STATIC DISSIPATIVE 

SD Footwear will provide for a resistance of between 10 to the 6th 
power ohms (1 megohm) and 10 to the 8th power (100 megohms) 
resistance when 50 volts are applied via an electrode to the hand of a 
person wearing the SD test sample on a conductive ground plate. 


WATERPROOF 

Waterproof barrier keeps water out. 


Waterproof, breathable membrane keeps feet 
dry while instantly venting moisture and body heat. 


x-STneam 

UiaTERPHOOF' 


Waterproof, breathable membrane keeps feet 


dry and comfortable. Blood-borne pathogen penetration compliant. 


COVER ART: Adam Hayes 
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For Women’s size, order Men’s size below it on chart, (example: Women’s 8, order Men’s 6) 
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DEAR LOYAL CUSTOMER, 

On behalf of all of the employees at Thorogood Shoes we would like to thank you for your continued support of our brand. From the personnel that 
answer our phones, to the proud union workers in our shoe factories, to my position as head coach, we all humbly appreciate what you have done to 
support our company for over 125 years. 

Since 1892 our parent company, Weinbrenner Shoe Company has continued its heritage of providing both relevant classic styles and designing 
modern innovative footwear. Like the 1967 GTO pictured above, Thorogood footwear is JOB-FITTED to survive your performance test and has proven 
to stand the test of time. All our footwear provides out of the box comfort with minimal break in time. Inside this Thorogood footwear catalog is 
product which we are confident meets that criteria. 

Our manufacturing processes have changed over the years, from the original days of sitting on stools, tacking down the leather over the last by 
hand, to using modern lean techniques to save both time and space, yet each and every one of the on average 130 steps still remains when making 
Thorogood shoes. The primary goal of every factory worker that manufactures our footwear every day is to ensure the highest quality footwear product 
is placed in each box. 

Hanging on our office and factory walls is our promise to each and every customer of Thorogood Shoes. 

We promise to pursue innovations in footwear construction, comfort and performance! 

We promise to dedicate ourselves to making the highest quality premium footwear bar-none! 

We promise to deliver the best possible value to our customers in a timely fashion! 

As a company we remain dedicated and focused on making great footwear that meets and exceeds our customer’s expectations. We know it is 
you who is our judge and jury on how accurate we are at fulfilling this set of promises. I can assure you we do not take that responsibility lightly. 
Thank you again from all of the employees of Thorogood. 


Pat Miner 



Head Coach 
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Special "thank you," to Point Brewery and their staff for allowing 
us to spend the day taking photos, talking boots, and sampling 
brews from one of America’s oldest breweries. Look for the 
photos throughout our Made in the USA work boots section. 



















THE RIGHT TOOL FOR THE JOB 
IS A JOB-FITTED QUALITY BOOT. 

Thorogood has relentlessly focused on craftsmanship, innovation, and comfort, while 
recognizing the importance of footwear to your livelihood and getting the job done. 

We make job-fitted boots for the electrician, carpenter, ironworker, boilermaker, sheetmetal 
worker, utility lineman, millwright, assembler or fabricator, to name a few. 

You perform a specialized job, so you need a specialized boot. 


To further accommodate your needs, we offer extended sizes, metatarsal guards, 
and styles ranging from lace-to-toe, side zip, and Wellington footwear. 





True to our Job-Fitted heritage, Thorogood collaborated with Ironworkers, 
Boilermakers, Electricians, and safety directors to create an outsole for every 
jobsite. Over the course of two years we worked to develop our exclusive MAXWear 
outsole that outlasts the competition by 30%. We started with the MAXWear 
Wedge, and through its proven performance in the field and demand from safety 
directors for a heeled sole we created the MAXWear 90. Both the MAXWear Wedge 
and MAXWear 90 offer superior comfort and durability on the job compared to 
the competition. Feel the comfort in every trusted step with our MAXWear Wedge 
and put your trust in the MAXWear 90 when climbing ladders or uneven terrain. 
Thorogood MAXWear outsoles have you covered. 
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Enjoy the classic, hard-working style of 
mid-century America in our re-issued 1957 
boots. Rich Briar Pitstop leather in these 
Made in the USA boots are a smart look 
with your work uniform or your favorite 
weekend clothes. Sturdy Goodyear Storm Welt 
construction means worry-free wear for years 
and easy re-soling over the lifetime you'll 
own these boots. The MaxWear wedge outsole 
provides traction on slippery surfaces like 
mud and grass. A soft lining and waterproof, 
breathable membrane keep your feet dry, 
while the removable, memory foam footbed 
molds to your foot for maximum comfort. 
Classic styling for the modern man who 
appreciates quality workmanship. 


STYLE# 


HEIGHT 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: 




814-3600 


6” Briar Pitstop 


EH 


x-smeam 

UiaTBRPRODF* 




804-3600 


6” Briar Pitstop Steel [75] 


EH 


x-STReam 


814-4600 6” Tobacco 


EH 


x-STReam 
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STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: 


814-3800 



8-12,13,14 


8-12,13,14 


8-12,13,14 


1957 - 8” MOC TOE 


Enjoy the classic, hard-working style of 
mid-century America in our re-issued 1957 
boots. Rich Briar Pitstop leather in these Made 
in the USA boots are a smart look with your 
work uniform or your favorite weekend clothes. 
Sturdy Goodyear Storm Welt construction 
means worry-free wear for years and easy 
re-soling over the lifetime you'll own these 
boots. The MaxWear wedge outsole provides 
traction on slippery surfaces like mud and 
grass. A soft lining and waterproof, breath¬ 
able membrane keep your feet dry, while the 
removable, memory foam footbed molds to 
your foot for maximum comfort. Classic styling 
for the modern man who appreciates quality 
workmanship. 


FEATURES 

» Briar Pitstop, full-grain leather 
» X-Stream Waterproof™ 

» Removable Ultimate Shock Absorption™ 
footbed 

»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
» Goodyear storm welt construction 


8” Briar Pitstop 


EH 


X-STRBRRl 

UiaTBRPRODF 


MEN’S 


8-12,13,14 


804-3800 8 ” 


Briar Pitstop 


Steel [75] 


EH 


A-SIHCdlll 

UiaTBRPRODF 


MEN’S 


8-12,13,14 
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THE 1957 SERIES 
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804-6201 


6” Black 


Steel [75] 


MAD NTH 


MEN’S 


8-12,13 


Like the person who wears them, these boots 
are up to the task and built to last. They 
look good off the clock, too. And the stylish, 
tobacco oil-tanned leather allows your feet 
to breathe. A MAXWear Wedge heel means no 
slipping on wet grass, mud, or slick surfaces. 
Made in the USA by union workers who know 
a thing or two about what it’s like to be in 
your shoes. 


8-12,13 


FEATURES 

» Tobacco Oil-Tanned, or Trail Crazyhorse, 
full-grain leather 

» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
» Goodyear storm welt construction 


814-4201 814-4178 

804-4208 804-4478 


poron 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: B 


f 814-4201 

8” 

Tobacco 

- 

EH 

- 

- 

MEN’S 9-12,13 

5-12,13,14,15 

6-12,13,14 8-12 

" 804-4208 

8” 

Tobacco 

Steel [75] 

EH 

- 

- 

MEN’S 

6-12,13,14, 15 

7-12,13,14,15 

1 814-4178 

8” 

Crazyhorse 

- 

EH 

- 

- 

MEN’S 

8-12,13,14 

8-12,13,14 

| 804-4478 

8” 

Crazyhorse 

Steel [75] 

EH 

- 


MEN’S 

7-12,13, 14 

7-12,13,14 


AMERICAN HERITAGE- 6” MOCTOE 


Like the person who wears them, these 
best-selling boots are up to the task and built 
to last. They look good off the clock, too. And 
the stylish, tobacco oil-tanned leather allows 
your feet to breathe. These iconic boots are 
Made in the USA by union workers who know 
a thing or two about what it’s like to be in 
your shoes. 


FEATURES 

» Tobacco Oil-Tanned, Trail Crazyhorse, Black 
Walnut or Black full-grain leather 
» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
» Goodyear storm welt construction 


814-4200 

804-4200 


814-4203 


814-4266 


814-6201 

804-6201 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: B 

D 

EE 

814-4200 

6” 

Tobacco 

- 

EH 

MEN’S 9-12, 13 

5-12,13,14,15 

6-12,13,14,15 

804-4200 

6” 

Tobacco 

Steel [75] 

EH 

MEN’S 

8-12, 13, 14 

8-12,13,14 

814-4203 

6” 

Crazyhorse 

- 

EH 

MEN’S 

5-12,13,14 

8-12,13, 14 

814-4266 

6” 

Black Walnut 

- 

EH 

MEN’S 

6-12, 13, 14 

7-12,13,14 

814-6201 

6” 

Black 

- 

EH 

MEN’S 

5-12,13,14 

6-12,13, 14 
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STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: B 

D 

EE 

804-4378 

8” 

Crazyhorse 

Steel [75] 

EH 

MEN’S 

6-12,13,14 

6-12,13,14 

804-4308 

8" 

Tobacco 

Steel [75] 

EH 

MEN’S 

8-12,13,14 

8-12,13,14 


AMERICAN HERITAGE- 6” MOCTOE 


MADE IN THE 


When the job conditions are rugged, these 
safety toe boots keep your feet out of harm’s 
way. Yet they still look stylish enough to wear 
on weekends. The 7261 Last is comfortable 
from the first wearing—no break-in time 
required. And the Goodyear Welt construction 
means you can resole these shoes over the 
years, making these Made in the USA boots a 
smart buy. 


poron 


FEATURES 

» Trail Crazyhorse, full-grain leather 
» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» MAXWear 90 slip resistant outsole 
» Goodyear welt construction 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: B 


804-4375 6” Crazyhorse Steel [75] 


MEN’S 


7-12,13,14 7-12,13,14 


MADE IN THE 


AMERICAN HERITAGE - 8” MOC TOE 


When the job conditions are rugged, these 
safety toe boots keep your feet out of harm’s 
way. Yet they still look stylish enough to wear 
on weekends. The 7261 Last is comfortable 
from the first wearing—no break-in time 
required. And the Goodyear Welt construction 
means you can resole these shoes over the 
years, making these Made in the USA boots a 
smart buy. 


FEATURES 

» Trail Crazyhorse or Tobacco Oil-Tanned, 
full-grain leather 

» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» MAXWear 90 slip resistant outsole 
» Goodyear welt construction 
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STYLE# HEIGHT COLOR TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: B D EE 


804-3311 11” Crazyhorse 


Steel [75] 


MEN’S 


8-12,13,14 
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RICAN HERITAGE 

k MADE IN THE 


poron 
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-11” WELLINGTON MOC TOE 


The ease of these Made in the USA slip-on 
safety toe boots means you don’t have to 
strain your low back first thing in the morning 
by bending over to lace up. Your feet stay 
planted firmly on the ground, even in wet 
grass and mud, with the MAXWear 90 outsole. 


FEATURES 

»Trail Crazyhorse, full-grain leather 
» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» MAXWear 90 slip resistant outsole 
»Goodyear welt construction 
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STYLE# HEIGHT COLOR TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: B D EE 4E 

814-4355 6” Tobacco EH MEN’S 51/2-12,13,14 6-12,13,14 8-12 


You spend half your time kneeling and squat¬ 
ting to get the job done. The ample room in 
these round-toe Made in the USA boots means 
the balls of your feet can take the full weight 
of your body without complaint all day long. 
Strong on the outside, shock-absorbing on the 
inside. The MAXWear Wedge outsole means 
better traction on slick surfaces so you can 
focus on the job at hand. 


FEATURES 

»Tobacco Oil-Tanned, full-grain leather 
» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
» Goodyear storm welt construction 


poron |E|§gl 


MADE IN THE 

Wisfil 

















AMERICAN HERITAGE -8” ROUND TOE 

MADE IN THE 


Get a grip on any job in these rugged yet 
comfortable oil-tanned leather boots. Because 
of the single-density wedge outsole, your feet 
stay planted firmly on the ground, even in wet 
grass and mud. Superior shock absorption, 
whether you’re carrying a heavy load or just 
have a hefty stride. 


FEATURES 

»Tobacco Oil-Tanned or black walnut, 
full-grain leather 

» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
»Goodyear welt construction 


814-4364, 804-4364 
814-4008,814-4210 
814-4009, 804-4280 


814-4269 


poron 


x-STReam 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: B 


D 


EE 


3E 


4E 


814-4364 


Tobacco 


EH 


MEN’S 9-12,13,14 7-12,13,14,15 7-12,13,14,15 


8-12 


804-4364 


Tobacco 


Steel [75] 


EH 


MEN’S 


7-12,13,14 7/2-12,13,14 8-12,13 


814-4008 


8” Tobacco 


EH 


x-STReam 


MEN’S 


8-12,13,14 


8-12,13, 14 


804-4210 

814-4009 


Tobacco 

Tobacco 


Comp [75] 


EH 


UiaTBRPRDDF‘1 

x-STReam I 


JITHINSULATE 


MEN’S 

MEN’S 


8-12,13, 14 
7-12,13,14 


8-12,13, 14 
8-12,13, 14 


8-12,13 


804-4280 


8” Tobacco 


Comp [75] 


rn X-STReam 3M ; MCM’C 
tn UiaTBRpRODF’ IVItN o 


8-12,13,14 8-12, 13, 14 


814-4269 


Black Walnut 


EH 


MEN’S 


7-12,13,14 7-12,13,14 


AMERICAN HERITAGE - WELLINGTON ROUND TOE 

MADE IN THE 


The ease of these Made in the USA slip-on 
safety toe boots means you don’t have to 
strain your low back first thing in the morning 
by bending over to lace up. Once you get to 
work, the MAXWear Wedge means no slipping 
on wet grass, mud, or slick surfaces. Your feet 
stay comfortable until the job is done. 


FEATURES 

»Tobacco Oil-Tanned, full-grain leather 
» Removable Ultimate Shock Absorption 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
»Goodyear welt construction 
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STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: 

B 

D 

EE 


814-4208 

11” 

Tobacco 

- 

EH 

MEN’S 


7-12,13,14 

7-12,13,14 


804-4205 

11” 

Tobacco 

Steel [75] 

EH 

MEN’S 


7-12,13,14 

8-12,13,14 














































AMERICAN HERITAGE -6” ROUND TOE 


1 


MADE IN THE 



Get a grip on any job in these Made in the 
USA oil-tanned leather boots. Enjoy all-day 
comfort and durability no matter where you 
go without slipping on wet grass or muddy 
ground. Superior shock absorption, whether 
you’re carrying a heavy load or just have a 
hefty stride. 



FEATURES 

» Black Walnut, full-grain leather 
» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» Dual-density MAXWear Wedge 
slip resistant outsole 
» Goodyear storm welt construction 


poron 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: 


D 


814-4516 6” Black Walnut 


EH 


MEN’S 


7-12,13,14 


AMERICAN HERITAGE -8” ROUND TOE 


Get a grip on any job in these Made in the 
USA oil-tanned leather boots. Enjoy comfort 
and durability no matter where you go without 
slipping on wet grass or muddy ground. 
Superior shock absorption, whether you’re 
carrying a heavy load or just have a 
hefty stride. 


FEATURES 

» Black Walnut, full-grain leather 
» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
»Dual-density MAXWear Wedge 
slip resistant outsole 
» Goodyear storm welt construction 















AMERICAN HERITAGE - 6” ROUND TOE 


FEATURES 


You’ll make hard work look easy in these 
oil-tanned leather boots. A 90-degree heel 
and grooved outsoles mean your feet will stay 
wherever you put them; ladders, rough terrain, 
or steep grades. Poron insoles cushion your 
every step, no matter how hard you work. These 
Made in the USA boots look so good you can 
even take them out to play. 


Trail Crazyhorse, full-grain leather 
Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 
Fiberglass shank , 

MAXWear 90 slip resistant outsole 
Goodyear storm welt construction 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: B 

D 

EE 

804-4374 

6” 

Crazyhorse 

Steel [75] 

EH 

MEN’S 

8-12,13,14 

8-12,13, 14_ 












804-4372 


804-3310 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: B 

D 

EE 

EEE 

804-4372 

11” 

Crazyhorse 

Steel [75] 

EH 

MEN’S 

8-12,13,14 

8-12,13,14 


804-3310 

ir 

Crazyhorse 

Steel [75] 

EH 

MEN'S 

7-12,13,14 

7-12, 13,14 

8-12, 13, 14 


AMERICAN HERITAGE - 8” ROUND TOE 


MADE IN THE ma ^ e ^ arc ^ wor ^°°^ eas y' n ^ ese 

oil-tanned leather boots. A 90-degree heel 
and grooved outsoles mean your feet will stay 
wherever you put them; ladders, rough terrain, 
or steep grades. Poron insoles cushion your 
every step, no matter how hard you work. These 
Made in the USA boots look so good you can 
even take them out to play. 


FEATURES 

» Trail Crazyhorse, full-grain leather 
» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» MAXWear 90 slip resistant outsole 
» Goodyear storm welt construction 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: B 

D 

EE 

804-4379 

8” 

Crazyhorse 

Steel [75] 

EH 

MEN’S 

8-12,13,14 

8-12,13,14 


ICAN HERITAGE - WELLINGTON ROUND TOE 


MADE IN THE The ease of these Made in the USA slip-on 

safety toe boots means you don’t have to strain 
your low back first thing in the morning by 
bending over to lace up. Your feet stay planted 
firmly on the ground, even in wet grass and 
mud, with the MAXWear 90 outsole. 


FEATURES 

» Trail Crazyhorse, full-grain leather 
» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» MAXWear 90 slip resistant outsole 
» Goodyear storm welt construction 


1 % 


i 


ROUND TOE 

















EMPEROR TOE 




MADE IN THE 


If you have to rub your toes after a hard 
day’s work, then you’ll like the wider Emperor 
toe box. To add to your comfort, these 
composite safety toe boots are lighter in 
weight than steel while offering the same 
level of protection. The memory foam footbed 
conforms to your feet for maximum comfort 
on the job and off. We don’t have royalty in 
America, but if we did, they’d be wearing 
these Made in the USA boots. 


FEATURES 

» Tobacco Oil-Tanned, full-grain leather 
» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 

» MAXWear Wedge slip resistant outsole 
» Goodyear storm welt construction 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: B 

D 

EE 

4E 

804-4655 

6” 

Tobacco 

Comp [75] 

EH 

MEN’S 

7-12, 13, 14 

7-12, 13, 14 
















AMERICAN HERITAGE - 8” EMPEROR TOE 


AMERICAN HERITAGE - 6” EMPEROR TOE 


If you have to rub your toes after a hard 
day’s work, then you’ll like the wider Emperor 
toe box. To add to your comfort, these 
composite safety toe boots are lighter in 
weight than steel while offering the same 
level of protection. The memory foam footbed 
conforms to your feet for maximum comfort 
on the job and off. We don’t have royalty in 
America, but if we did, they’d be wearing 
these Made in the USA boots. 


FEATURES 

» Black Walnut, full-grain leather 
» Removable Slow-recovery polyurethane 
footbed 

»Fiberglass shank 
» Dual-density polyurethane 
with 90 degree heel outsole 
» Goodyear storm welt construction 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: 


804-4367 6” Black Walnut Comp [75] 


MEN’S 


D 

7-12, 13, 14 


-12,13, 14 


-12,13,14 


STYLE# HEIGHT COLOR TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: B D EE 4E 

804-4369 11” Black Walnut Comp [75] EH - - MEN’S 7-12,13,14 8-12,13,14 


MADE IN THE 


If you have to rub your toes after a hard 
day’s work, then you’ll like the wider Emperor 
toe box. To add to your comfort, these 
composite safety toe boots are lighter in 
weight than steel while offering the same 
level of protection. The memory foam footbed 
conforms to your feet for maximum comfort 
on the job and off. We don’t have royalty in 
America, but if we did, they’d be wearing 
these Made in the USA boots. 


FEATURES 

» Black Walnut, full-grain leather 
» Removable Slow-recovery polyurethane 
footbed 

»Fiberglass shank 
»Dual-density polyurethane 
with 90 degree heel outsole 
» Goodyear storm welt construction 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: 


804-4368 


8” Black Walnut Comp [75] 


MEN’S 


7-12,13,14 


8-12, 13,14 


8-12,13,14 


MERICAN HERITAGE - WELLINGTON EMPEROR TOE 


MADE IN THE 


The ease and comfort of these slip-on 
composite safety toe boots lasts until you 
take them off at the end of the day. The larger 
toe box makes kneeling and squatting easier 
on your feet. And the 90-degree heel helps 
stabilize your foot when the job requires 
working on a ladder. These Made in the USA 
boots will keep working as long as you do. 


FEATURES 

» Black Walnut, full-grain leather 
» Removable Slow-recovery polyurethane 
footbed 

»Fiberglass shank 
» Dual-density polyurethane 
with 90 degree heel outsole 
» Goodyear storm welt construction 

















□f these Thorogood® boots that we guarantee 
their comfort. If you are not completely 
satisfied that they are the most comfortable 
boots you’ve ever worn, return them within 30 
days for a full refund or exchange. 

No questions. 












When you work outside, bad weather can 
make for a tough day. The smooth, waterproof, 
breathable lining in these boots means your 
feet won’t get wet. Our lug outsole offers 
reliable traction, while bob lugs flex like inde¬ 
pendent claws on contact with hard surfaces. 
When your job requires you to stand up to 
Mother Nature’s every mood, rely on the firm 
footing of these Built in the USA boots. 


FEATURES 

» Brown or black, waterproof, tumbled 
full-grain leather 
» X-Stream Waterproof™ 

» Removable single-density 
polyurethane footbed 
»Fiberglass shank 
» Omni outsole 
» Direct attach construction 


814-3266 

6” 

Brown 

- 

EH 

x-sTneam 

UiaTBRPROOF* 

MEN’S 

8-12,13,14 

8-12,13,14 

804-3266 

6” 

Brown 

Steel [75] 

EH 

x-STReaRi 

UiaTBRPROOF* 

MEN’S 

8-12,13,14 

8-12,13,14 

804-6266 

6” 

Black 

Steel [75] 

EH 

x-STRBam 

UiaTBRPRODF' 

MEN’S 

8-12,13,14 

8-12,13,14 


BUILT IN THE 


When you work outside, bad weather can 
make for a tough day. The smooth, waterproof, 
breathable lining in these boots means your 
feet won’t get wet. Our lug outsole offers 
reliable traction, while bob lugs flex like inde¬ 
pendent claws on contact with hard surfaces. 
When your job requires you to stand up to 
Mother Nature’s every mood, rely on the firm 
footing of these Built in the USA boots. 


FEATURES 

» Brown, waterproof, tumbled 
full-grain leather 
» X-Stream Waterproof™ 

» Removable single-density 
polyurethane footbed 
»Fiberglass shank 
» Omni outsole 
» Direct attach construction 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD WATERPROOF INSULATED SIZES: 


814-3268 

8” 

Brown 

- 

EH 

I x-STRBam 

UiaTBRPROOF* 

MEN’S 

8-12,13,14 

8-12,13,14 

804-3268 

8” 

Brown 

Steel [75] 

EH 

x-STRBam 

UiaTBRPROOF* 

MEN’S 

8-12,13,14 

8-12,13,14 


BUILT IN THE 



































AMERICAN HERITAGE -6” CLASSIC 

MADE IN THE 


For a big job, you call in a big man. You’ll 
make hard work look easy in these, oil-tanned 
leather boots. A dual-density 90-degree 
outsole means comfort and durability no 
matter where you go; ladders, rough terrain, or 
steep grades. Poron insoles cushion every step 
in these extended size Made in the USA boots. 


FEATURES 

»Tobacco Oil-Tanned or Black Walnut, 
full-grain leather 

» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 

»Fiberglass shank 

» Dual-density polyurethane with 90 degree 
heel slip resistant outsole 

» Goodyear storm welt construction 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

SIZES: 

B 

D 

EE 


4E 

814-4550 

6” 

Tobacco 

- 

EH 

MEN’S 

9-12,13 

7-12, 13,14, 15, 16, 17,18 

7-12,13,14,15,16,17,18 

8-12 

STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

SIZES: 

B 

D 

EE 

EEE 


804-4203 

6” 

Black Walnut 

Steel [75] 

EH 

MEN’S 

9-12,13 

7-12,13,14,15,16, 17,18 

8-12,13,14 

8-12,13,14 

, 15,16,17,18 


AMERICAN HERITAGE - 8” CLASSIC 

MADE IN THE 


For a big job, you call in a big man. You'll 
make hard work look easy in these, oil-tanned 
leather boots. A dual-density 90-degree 
outsole means comfort and durability no 
matter where you go; ladders, rough terrain, or 
steep grades. Poron insoles cushion every step 
in these extended size Made in the USA boots. 


FEATURES 

»Tobacco Oil-Tanned or Black Walnut, 
full-grain leather 

» Removable Ultimate Shock Absorption™ 
footbed on Poron® comfort cushion insole 

»Fiberglass shank 

» Dual-density polyurethane with 90 degree 
heel outsole 

» Goodyear storm welt construction 




814-4549 


804-6266 


poron 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

SIZES: 

B 


D 

EE 

4E 

814-4549 

8” 

Tobacco 

- 

EH 

MEN’S 

9-12, 

13 

7-12,13, 14, 15, 16,17,18 

7-12,13,14,15,16,17,18 8-12 

STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

SIZES: 

B 


D 

EE 

EEE 

804-4204 

8” 

Black Walnut 

Steel [75] 

EH 

MEN’S 

9-12, 

13 

7-12,13, 14, 15,16,17,18 

8-12,13,14 

8-12,13,14, 15,16,17,18 





















STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

WATERPROOF INSULATED SIZES: 

A 

B 

C 

804-4711 

6” 

Black Walnut 

Steel [75] 

SD 

v MEN’S 

9-11,12 

5-12,13 

9-12,13 


AMERICAN HERITAGE - 6” STATIC DISSIPATIVE 


MADE IN THE 


FEATURES 


When you work with sensitive electronics, you 
need Static Dissipative boots that protect 
you and your equipment. These Made in the 
USA leather boots reduce the excess electrical 
charge so you can safely do your job without 
hurting yourself or the expensive machines in 
your care. 


» Black Walnut, full-grain leather 
» Removable Ultimate SD polyurethane 
footbed 

»Fiberglass shank 
» Dual-density polyurethane with 
90 degree heel 

» Goodyear storm welt construction 


25 


STATIC DISSIPATIVE 














GENi lex 



FEATURES 


COMFORT 


Brown waterproof, tumbled, oiled, 
full grain leather 
X-Stream Waterproof™ 

Removable single-density 
polyurethane footbed 
Composite shank 
GEN-flex3® outsole 
Goodyear storm welt construction 


• Lightweight and flexible 

• Multi-layer cushion insole 

• Shock absorbing 


PROTECTION 

• Waterproof 
• Composite Safety Toe 


GRIP 

• Multi-directional traction lug outsole 
• Oil- and slip-resisting 


GENFLEX3 


You're the go-to guy in every area of your life: 
work, home, and play. People depend on you to 
lead the way, and in these waterproof, slip-re¬ 
sistant, lightweight, and insulated boots 
(804-4459), you can. These comfortable boots 
are up for any challenge, every day—just like 
the man who wears them. 


INSULATE 





















COMFORT 


• Lightweight and flexible 

• Multi-layer cushion insole 

• Shock absorbing 





PROTECTION 

• Composite Safety Toe 



GRIP 

• Multi-directional traction lug outsole 
• Oil-and slip-resisting 




804-4445 

6” 

Brown 

Comp [75] 

EH 

V 

- 

3M SovMiBlr: UT1ITe 
HI-VIS 

MEN’S 

7-12,13,14,15 

7-12,13,14,15 

804-6444 

6” 

Black 

Comp [75] 

EH 

V 

- 

3M SitjIdiEllt, uxi|Te 
HI'VIS 

MEN’S 

7-12,13,14 

7-12,13,14 

804-4440 

8” 

Brown Side Zip 

Comp [75] 

EH 

S 

- 

- 

MEN’S 

7-12,13,14,15 

7-12,13,14, 15 


GENFLEX2* 


804-4440 

(SideZip) 


6444 


804-4445 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

NM 

WATERPROOF 

HI-VIS 

SIZES: 

M 

W 


804-4446 

6” 

Brown 

Comp [75] 

EH 


- 

- 

MEN’S 

7-12,13,14 

7-12,13,14 


804-4448 

8” 

Brown 

Comp [75] 

EH 


- 

- 

MEN’S 

7-12,13,14 

7-12,13,14 


III. 


27 




























V-SERIES 





When the job is almost as tough as you are, 
you need the superior strength of these brown 
oiled nubuck leather boots. Resist slips, oil, 
heat, chips, and abrasions with the rugged 
chevron outsole. Get the job done in comfort 
with the removable SHOCK ZONE footbed for 
all-day support from heel to toe. 


FEATURES 

» Brown Oiled Nubuck Leather 
» Removable Shock Zone polyurethane footbed 
»Steel shank 
»V-series rubber outsole 
» Goodyear storm welt construction 



STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

WATERPROOF 

INSULATED 

SIZES: 

M 

W 


804-4278 

6” 

Brown 

Steel [75] 

EH 

- 

- 

MEN’S 

8-12,13, 14 

8-12,13, 

14 

804-4279 

8” 

Brown 

Steel [75] 

EH 

- 

- 

MEN’S 

8-12,13, 14 

8-12,13, 

14 



V-SERIES-WELLINGTON 


When the job is almost as tough as you are, 
you need the superior strength of these brown 
oiled nubuck leather Wellingtons. Resist slips, 
oil, heat, chips, and abrasions with the rugged 
chevron outsole. Get the job done in comfort 
with the removable SHOCK ZONE footbed for 
all-day support from heel to toe. 


FEATURES 

» Brown Oiled Nubuck Leather 
» Removable Shock Zone polyurethane footbed 
»V-series rubber outsole 
» Goodyear storm welt construction 




STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

WATERPROOF 

INSULATED 

SIZES: 

M 

W 


804-4281 

11” 

Brown 

Steel [75] 

EH 

- 

- 

MEN’S 

8-12,13,14 

8-12,13,14 

■ 























When you need flexibility to get the job 
done, look no further than Thoro-Flex. 
These waterproof boots feature a flexible, 
slip-resistant outsole with a SHOCK ZONE 
footbed for all day comfort. 


FEATURES 

» Trail Crazyhorse or Black, full-grain leather 
» Waterproof 

» Removable Shock Zone polyurethane 
footbed 

» Composite shank 
» Thoro-Flex outsole 
» Direct attach construction 


THORO-FLEX 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

WATERPROOF 

PR 

INSULATED SIZES: 

M 

W 

814-3165 

6” 

Crazyhorse 

- 

EH 

V 

- 

MEN’S 

8-12,13,14 

8-12,13,14 

804-3165 

6” 

Crazyhorse 

Comp [75] 

EH 

V 

- 

MEN’S 

7-12,13,14 

7-12, 13,14 

804-6135 

6” 

Black 

Comp [75] 

EH 

V 


MEN’S 

8-12,13,14 

8-12,13,14 

814-3185 

8” 

Crazyhorse 

- 

EH 

s 

- 

MEN’S 

8-12,13,14 

8-12,13,14 

804-3185 

8” 

Crazyhorse 

Comp [75] 

EH 

s 

- 

MEN’S 

8-12,13,14 

8-12,13,14 



FEATURES 

»Trail Crazyhorse, full-grain leather 
» Waterproof (804-3169) 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
»Thoro-Flex outsole 
» Direct attach construction 


When you need flexibility to get the job 
done, look no further than Thoro-Flex. These 
lightweight, easy-on boots feature a flexible, 
slip-resistant outsole with a SHOCK ZONE 
footbed for all day comfort at work. 


STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

WATERPROOF 

INSULATED 

SIZES: 

M 

W 

804-3166 

6” 

Crazyhorse 

Comp [75] 

EH 

- 

- 

MEN’S 

8-12,13,14 

8-12,13,14 

804-3169 

11” 

Crazyhorse 

Comp [75] 

EH 


- 

MEN’S 

8-12,13,14 

8-12,13,14 



THORO-FLEX 




























CHEVRON 



CHEVRON 


±> 



Tired of rubbing the toe off your boots when 
the other parts are still in great shape? 

The rubber toe guard on these Tobacco 
Oil-Tanned leather sport boots adds years 
of wear, while the composite safety toe 
saves your toes from injury. Enjoy superior 
slip-, oil-, heat-, chip- and abrasion- 
resistance with the durable Chevron 
outsole. X-Stream Waterproof protection 
keeps your feet dry while the single-density 
polyurethane SHOCK ZONE footbed protects 
the heel and ball of your foot. Sturdy 
Goodyear Storm Welt construction provides 
durable, long-lasting wear. 


FEATURES 

» Tobacco Oil-Tanned Leather 
» X-Stream Waterproof™ 

» Removable Shock Zone polyurethane 
footbed 
» Steel shank 
» Chevron outsole 
» Goodyear Storm Welt construction 



STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD 

NM WATERPROOF 

INSULATED 

SIZES: 

M 

W 

804-4282 

6” 

Tobacco 

Comp [75] 

EH 

x-STReam 

UiaTBRPRODF* 

- 

MEN’S 

8-12,13,14 

8-12,13,14 

804-4285 

8” 

Tobacco 

Comp [75] 

EH 

x-STReam 

luiaTeRPRODF'l 

- 

MEN’S 

8-12,13,14 

8-12,13,14 


^_ j- 




CHEVRON 

-WELLINGTON 






Tired of rubbing the toe off your boots when 
the other parts are still in great shape? The 
rubber toe guard on these Tobacco Oil-Tanned 
leather Wellington boots adds years of wear, 
while the composite safety toe saves your 
toes from injury. Enjoy superior slip-, oil-, 
heat-, chip- and abrasion-resistance with the 
durable Chevron outsole. X-Stream Waterproof 
protection keeps your feet dry while the single¬ 
density polyurethane SHOCK ZONE footbed 
protects the heel and ball of your foot. Sturdy 
Goodyear Storm Welt construction provides 
durable, long-lasting wear. 


FEATURES 

» Tobacco Oil-Tanned Leather 
» X-Stream Waterproof™ 

» Removable Shock Zone polyurethane footbed 
» Steel shank 
» Chevron outsole 
» Goodyear Storm Welt construction 



STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

WATERPROOF 

INSULATED 

SIZES: 

M 

W 


804-4286 

11” 

Tobacco 

Comp [75] 

EH 

x-STReam 

luiaTeRPRODF’l 

- 

MEN’S 

8-12,13,14 

8-12,13,14 




























STYLE# HEIGHT COLOR 

804-4035 Oxford Brown 


TOE PROTECTION 
Comp [75] 


EH/SD 

SD 


V6S-300 


ASR - Athletic Slip Resisting 

• Exclusive tread pattern includes gripping pad 

and a rugged lug for maximum traction, indoors and out 

• Dispersion channels shed moisture for superior slip 
resistance 

• Specially formulated rubber sole grips surfaces 
for sure footing 


VGS - Visible Gel System 

• Reduces impact stress where it’s needed most 

• Tested to withstand 300 pounds of pressure 

• Won’t deflate and never loses performance 


SD - Static Dissipative 

• Constructed to reduce excess static electricity discharge 

• Protects sensitive electronic equipment 

• Provides protection from the possibility of electrical 
shock through conduction and resistance 


VGS-300 - ASR SD SPORT 



When your job is mostly indoors on slick 
surfaces, you need lightweight, slip-resistant 
shoes. These brown tumbled full-grain leather 
sport hikers give all day comfort with our 
exclusive VGS gel insert. Static Dissipation 
reduces any excess electrical charge at your 
feet so you can safely do your job without 
hurting yourself or the expensive machines in 
care. 


FEATURES 

» Brown, full-grain leather 
» Removable SD polyurethane footbed 
» VGS-300 outsole 
» Composite shank 
» Cement construction 



WATERPROOF 


INSULATED 




SIZES: M 

v MEN’S 4-12,13,14 


W 

6-12,13,14 


804-4037 


8” Brown 


Comp [75] 


SD 




MEN’S 7-12,13,14,15 


7-12,13,14,15 










VGS-300 -ASR SD SLIP-ON 



When your job is mostly indoors on slick 
surfaces, you need lightweight, slip-resistant 
shoes. These brown tumbled full-grain leather 
sport hikers give all day comfort with our 
exclusive VGS gel insert. Static Dissipation 
reduces any excess electrical charge at your 
feet so you can safely do your job without 
hurting yourself or the expensive machines in 
your care. 


FEATURES 

» Brown, full-grain leather 
» Removable SD polyurethane footbed 
» Composite shank 
» VGS-300 outsole 
» Cement construction 
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STYLE# HEIGHT COLOR 

804-4061 Slip-on Brown 


TOE PROTECTION 
Comp [75] 


EH/SD 

SD 


WATERPROOF 




INSULATED SIZES: M 

▼ MEN’S 4-12,13,14 


W 

6-12,13,14 


31 



























CROSSTREX I CROSSOVER 


CROSSOVER-7” 





CROSSOVER -8" WELLINGTON 


CROSSTREX 


804-6293 

Low 

Black/Grey 

Comp [75] 

EH 


- 

▼ MEN’S 

8-12,13,14 

8-12,13, 14 

804-4291 

Mid 

Brown/Orange 

Comp [75] 

EH 


- 

▼ MEN’S 

8-12,13,14 

8-12,13, 14 

804-6292 

Mid 

Black/Grey 

Comp [75] 

EH 


- 

▼ MEN’S 

8-12,13,14 

8-12,13,14 


If you're the kind of person who has to be 
prepared for anything on the job, then these 
crossover boots have you covered. Step into any 
job with confidence in these waterproof, black 
armor-coated, abrasion-resisting boots. The 
SHOCK ZONE insole keeps you comfortable all 
day long, no matter what the job throws at you. 


FEATURES 

» Brown, full-grain leather/black armor 
coating 
» Waterproof 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
» Z-Trac ASR outsole 
» Cement construction 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD NM 


WATERPROOF 


INSULATED 


SIZES: 


STYLE# HEIGHT COLOR TOE PROTECTION EH/SD NM WATERPROOF INSULATED SIZES: M W 


804-4808 


7” Brown/black 


Comp [75] 


▼ MEN’S 4-12,13,14,15 7-12,13,14,15 


If you're the kind of person who has to be 
prepared for anything on the job, then these 
crossover boots have you covered. Step into any 
job with confidence in these waterproof, black 
armor-coated, abrasion-resisting boots. The 
SHOCK ZONE insole keeps you comfortable all 
day long, no matter what the job throws at you. 


FEATURES 

» Brown, full-grain leather/black armor 
coating 
»Waterproof 

» Removable Shock Zone polyurethane footbed 
»Composite shank 
»Z-Trac ASR outsole 
»Cement construction 


STYLE# HEIGHT COLOR 


TOE PROTECTION EH/SD NM WATERPROOF INSULATED SIZES: M 


804-4810 8” Brown/black Comp [75] 




OUAL-GENDER 




S S - MEN’S 7-12,13,14,15 7-12,13,14,15 


Nothing slows you down—bad weather, tough 
jobs, or difficult terrain. These lightweight, 
waterproof hikers take you where you need to 
go with the comfort of an athletic shoe and 
the grip of a quality work boot. 


FEATURES 

»Full-grain leather/mesh 
»Waterproof 

» Removable Shock Zone polyurethane footbed 
»Composite shank 
»Crosstrex 360 outsole 
»Cement construction 

































WATERPROOF 



SPORT HIKER 


Waterproof membrane 

Removable high-density 
polyurethane footbed 

EVA midsole for extra cushion 

EVA inserts provide shock 
absorption and cushion 





Z-TRAC-SPORT HIKER 


804-4038 


6” Brown/black 


Comp [75] 


8-12,13,14 


STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD 


WATERPROOF 


INSULATED 


SIZES: M 


When your job takes you from office to 
outdoors, you need double duty shoes. These 
waterproof brown tumbled full-grain leather 
sport hikers give all day comfort with extra 
shock absorbency. The composite safety toe 
protects your foot from impact, and the Z-trac 
outsole offers superior traction and resistance 
to slips—no matter how far off-road the job 
takes you. 


FEATURES 

» Brown, full-grain leather 
» Waterproof 

» Removable Single-density 
polyurethane footbed 
» Z-Trac outsole 
»Cement construction 



Z-TRAC 















I-MET | METATARSAL GUARD 


I-MET I I-MET 2 I 

I-MET - 6" PLAIN TOE 


METATARSAL GUARD 
PATENTED TECHNOLOGY 



MADE IN THE 


Protect your foot from all angles with patented FEATURES 



I-MET footwear from Thorogood. I-MET 
features the only metatarsal guard that is 
fully integrated with the steel toe cap for 
added protection. The Vibram® Alpha outsole 
keeps a steady foot on slick surfaces, and 
stands up to the grueling temps of a rugged, 
high-heat work environment. 


» Black walnut, full-grain leather 
» Removable single-density polyurethane 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» Vibram® Alpha outsole 
» Goodyear Storm Welt construction 


dri-lex poron 



STYLE# 


HEIGHT COLOR 


TOE PROTECTION EH/SD NM 


MT 


I-MET SIZES: 


804-4541 


6" Black Walnut 


Steel [75] 


EH 




I-MET 


MADE IN THE 



7 MEN’S 4-12,13,14,15 

I-MET 2 -8" PLAIN TOE 

Protect your foot from all angles with patented FEATURES 



I-MET footwear from Thorogood. I-MET 
features the only metatarsal guard that is 
fully integrated with the steel toe cap for 
added protection. The Vibram® Alpha outsole 
keeps a steady foot on slick surfaces, and 
stands up to the grueling temps of a rugged, 
high-heat work environment. 


» Black walnut, full-grain leather 
» Removable single-density polyurethane 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» Vibram® Alpha outsole 
» Goodyear Storm Welt construction 


drilex poron 



STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

MT 

I-MET 

SIZES: 

D 

EE 

EEE 

804-4831 

8" 

Black Walnut 

Steel [75] 

EH 


I-MET 2 

MEN’S 

7-12, 13, 14 

8-12,13, 14 

8-12,13, 14 



I-MET 2 -11" WELLINGTON 


Protect your foot from all angles with patented FEATURES 



I-MET footwear from Thorogood. I-MET 
features the only metatarsal guard that is 
fully integrated with the steel toe cap for 
added protection. The Vibram® Alpha outsole 
keeps a steady foot on slick surfaces, and 
stands up to the grueling temps of a rugged, 
high-heat work environment. 


» Black walnut, full-grain leather 
» Removable single-density polyurethane 
footbed on Poron® comfort cushion insole 
»Fiberglass shank 
» Vibram® Alpha outsole 
» Goodyear Storm Welt construction 


dri-lex poron 



STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

MT 

I-MET 

SIZES: 

D 

EE 

EEE 

804-4841 

11" 

Black Walnut 

Steel [75] 

EH 


l-MET 2 

MEN’S 

8-14 

- 

8-14 





























I-MET 2 - SLIP-ON 






When your job is indoors but still demands a 
lot from your feet, you need boots that look 
good yet work hard. These brown tumbled full- 
grain leather safety toe slip-ons give all day 
comfort with our exclusive VGS gel insert. The 
athletic, slip-resistant style gives you greater 
flexibility, and l-MET technology protects the 
entire top of your foot from impact. 


FEATURES 

» Brown, full-grain leather 
» Removable Single-density 
polyurethane footbed 
» Composite shank 
» VGS-300 outsole 
» Cement construction 



STYLE# HEIGHT COLOR 

TOE PROTECTION EH/SD NM 

MT I-MET 

SIZES: 

M 

w 

804-4320 Slip-on Brown 

Comp [75] EH ✓ 

✓ l-MET 2 

▼ MEN’S 

4-12,13,14 

6-12,13,14 



I-MET -6" 

HIKER 





When your job is indoors but still demands a 
lot from your feet, you need boots that look 
good yet work hard. These brown tumbled full- 
grain leather sport hikers give all day comfort 
with our exclusive VGS gel insert. The athletic, 
slip-resistant style gives you greater flexibility, 
and l-MET technology protects the entire top of 
your foot from impact. 


FEATURES 

»Full-grain leather 
» Removable Shock Zone 
polyurethane footbed 
» Composite shank 
» Dual-density rubber/polyurethane 
outsole 

» Direct Attach construction 




STYLE# 

HEIGHT COLOR 

TOE PROTECTION 

EH/SD NM 

MT 

I-MET 

SIZES: 

M 

W 

804-4312 

6” Brown 

Steel [75] 

EH 


l-MET 

v MEN’S 

7-12,13, 14,15 

7-12, 13, 14,15 



If you're the kind of person who has to be 
prepared for anything on the job, then these 
Wellingtons have you covered. Impact pro¬ 
tection over the entire top of your foot and an 
Ultimate Shock-absorption™ footbed keep you 
comfortable and safe all day long. Step into 


FEATURES 

»Full-grain leather 
» Removable Ultimate® SD 
shock absorption footbed 
» Composite shank 
» Vibram #582 outsole 


any job with confidence in these rugged boots. » Goodyear Storm Welt construction 



STYLE# 

HEIGHT 

COLOR 

TOE PROTECTION 

EH/SD NM 

MT 

I-MET 

SIZES: 

M 

W 


804-4132 

8” 

Brown 

Steel [75] 

EH 


l-MET 

MEN’S 

7-12,13,14 

7-12,13,14 



I-MET METATARSAL GUARD 





























SOLE COMPARISON 


A = BEST 
B = BETTER 
C = GOOD 


Abrasion Resistance 
Oil Resistance 
Heat Resistance 
Chip Resistance 
Slip Resistance 


Abrasion Resistance 
Oil Resistance 
Heat Resistance 
Chip Resistance 
Slip Resistance 



0R0G00D* 



Dual-Density 
Polyurethane 
Maxwear Wedge™ 







Single-Density Single-Density 

Polyurethane Polyurethane 

Maxwear Wedge™ MaxwearWedge™ 


Single-Density 
Maxwear 90 
Polyurethane 


Single-Density 
Maxwear 90 
Polyurethane 


Dual-Density 
polyurethane OMNI 


Dual-Density 
Polyurethane 
Comfort 
with 90° Heel 


A 

A 

A 

A 

A 

B 

A 

A 

A 

A 

A 

A 

A 

A 

C 

C 

C 

B 

B 

C 

C 

B 

B 

B 

B 

B 

C 

B 

A 

B 

A 

B 

B 

B 

A 

TH0R0G00D® EXCLUSIVE 

* ^ VIBRAI 

l/l® USA 

SOLE 8 

SOLE 9 

SOLE 10 

SOLE 11 

SOLE 12 

SOLE 13 

SOLE 14 

GEN-FlexP® GEN-Flex3® DUAL-DENSITY VGS-300 ASR 

Dual-Density Dual-Density PU/TPU Z-Trac Dual-Density 

Rubber/EVA Rubber/EVA THORO-FLEX Rubber/EVA Rubber/EVA 

00 

VIBRAM® Vibram® 

#582 WITH 90° HEEL Alpha* 

A 

A 

B 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

C 

A 

C 

A 

C 

A 

A 

A 

A 

C 

B 

C 

A 

A 

A 

A 

A 

A 

A 

B 

B 

TH0R0G00D® 


SOLE 15 

SOLE 16 

SOLE 17 

SOLE 18 

SOLE 19 




Dual-Density 



V- Series 

Rubber 

Polyurethane 

Crosstrex 

Grey 

Crosstrex 

Orange 

Rubber 

Chevron 

Abrasion Resistance 

A 

A 

B 

A 

A 

Oil Resistance 

A 

A 

B 

C 

A 

Heat Resistance 

A 

C 

C 

A 

A 

Chip Resistance 

A 

B 

C 

A 

A 

Slip Resistance 

A 

A 

B 

A 

A 



































































MEET 
THOROGOOD'S 
NEWEST ADDITION 





MADE IN THE 


"A bird in hand is worth two in the bush." 

Don't miss your shot due to tired, wet feet in 
heavy boots clogged with mud. These Made 
in the USA Flyway boots exceed the avid 
upland bird hunter's requirements: Cushioned 
removable footbed for all-day comfort, 
breathable X-Stream Waterproof™ membrane 
to keep your feet dry and blister-free, a rubber 
midsole for shock absorption with every step, 
and Antique Goodyear Welt construction for 
years of durable wear. Tailor-made for the 
upland bird hunter's needs, the simple yet 
effective multi-directional pattern of the 
lightweight outsole resists mud and slipping 
so you can flush and shoot with confidence all 
day long. 


FEATURES 

»Full-grain leather 
» X-Stream Waterproof™ 

» Ultimate Shock Absorption™ footbed 
» Indy 6 outsole 

» Antique Goodyear Welt construction 











■ 


814-4140 

6" 

Briar Pitstop 

3 lb 5 oz 

x-STReam 

luaTmiPRooFi 

- 

MEN’S 

8-12,13,14 

8-12, 

13, 

14 

814-4141 

8" 

Briar Pitstop 

3 lb 9 oz 

x-STReam I 

uiaTBRPRnnF* 

- 

MEN’S 

8-12,13,14 

8-12, 

13, 

14 
















What spoils a hunting trip faster than missing 
the big one? Wet feet. The waterproof brown 
leather and GORE-TEX® GUARANTEED TO KEEP 
YOU DRY® material of these boots means your 
only concern is finding the game, no matter 
how long it takes. A removable, military-grade 
polyurethane footbed and zero break-in time, 
which means you can wear these boots for 
the first time on opening day and stay out as 
long as it takes to bag your buck. Track with 
quiet confidence thanks to the oil- and slip- 
resistance of the Vibram® outsoles in these 
lightweight, flexible boots. Proudly Built in the 
USA by union labor, so you know you're getting 
quality boots. 


FEATURES 


GORE-TEX® GUARANTEED TO KEEP YOU DRY® 
Comfort 125 footbed with contour heel cup 
and arch support 

Vibram® cup outsole with TC4 rubber 
Cement construction 









When it's an all-day hunt on rough terrain, 
you need the Apex Predator GTX® on your 
feet. The waterproof leather and GORE-TEX® 
GUARANTEED TO KEEP YOU DRY® material of 
these Built in the USA boots means your only 
concern is finding the game, no matter how long 
it takes. And 400 grams of 3M™ Thinsulate™ 
Insulation keep your feet warm on the coldest 
of days. Designed with maximum comfort in 
mind, the Comfort 125 polyurethane footbed 
features a cupped heel for maximum support. 
This lightweight, athletic hiking boot with a 
Vibram® outsole means you'll outlast your prey, 
in comfort, every single time. 


FEATURES 


GORE-TEX® GUARANTEED TO KEEP YOU DRY® 
Comfort 125 footbed with contour heel cup 
and arch support 

Vibram® cup outsole with TC4 rubber 
Cement construction 


APEX PREDATOR GTX 


STYLE# 

HEIGHT 

COLOR 

WEIGHT 

WATERPROOF 

INSULATION 

SIZES: 

M 

W 

864-4100 

6" 

Brown 

3 lb 3 oz 

GORE-TEX® 

- 

MEN’S 

7-12,13,14,15 

7-12, 13,14,15 

863-4100 

6" 

Brown/Mossy Oak® 
Break-up Country® 

3 lb 3 oz 

GORE-TEX® 

- 

MEN’S 

7-12,13,14,15 

7-12, 13,14,15 

864-4101 

8" 

Brown 

3 lb 9 oz 

GORE-TEX® 

400g 

MEN’S 

7-12,13,14,15 

7-12, 13, 14,15 

863-4101 

8" 

Brown/Mossy Oak® 
Break-up Country® 

31b 9oz 

GORE-TEX® 

800g 

MEN’S 

7-12,13,14,15 

7-12, 13,14,15 















J 


INSTINCTVGS 



HEIGHT 

COLOR 

WEIGHT 

WATERPROOF 


SIZES: 

M 

w 

863-4020 

9" 

Brown 

31b 

Waterproof 

- 

MEN’S 

8-12,13,14 

8-12,13, 14 

863-4021 

9" 

Brown 

3 lb 3 oz 

Waterproof 

600g 

MEN’S 

8-12,13,14 

8-12,13, 14 

863-3101 

9" 

Brown/Mossy Oak® 
Break-up Country® 

31b 

Waterproof 

- 

MEN’S 

8-12,13,14 

8-12,13, 14 

863-3110 

9" 

Brown/Mossy Oak® 
Break-up Country® 

3 lb 3 oz 

Waterproof 

600g 

MEN’S 

8-12,13,14 

8-12,13, 14 

1 


FEATURES 

»Waterproof 

» Shock Zone footbed with air flow vents 
» VGS 360 Traction outsole 
»Cement construction 


When it's an all-day hunt on rough terrain, you 
need lightweight, and comfortable boots on your 
feet. Designed with maximum performance in 
mind, the Shock Zone footbed features vents 
for maximum airflow. This lightweight, athletic 
hiking boot with the VGS 360 outsole means 
you'll outlast your prey, in comfort, every single 
time. When you require reliable equipment for 
your hunt, choose Instinct VGS. 


T > 
























864-4038 9" 


Timber Mountain 


864-4067 


17" 


Mossy Oak® 
Break-up Infinity® 


These 9" I.N.T. leather boots are made for 
serious big game hunters. The heavy-duty 
stitchdown construction of these boots feature 
a Vibram® Littlehorn outsole with lug-and- 
mini-bob tread for secure footing across a wide 
range of terrain. Follow your prey through mud 
and puddles without getting wet because of 
the X-Stream Waterproof™ membrane. These 
tough boots stay good-looking longer with 3M™ 
Scotchgard™ Protection. When you're tracking 
big game, trust these I.N.T. Timber Mountain 
leather boots to take you all the way to your 
victory cry of "big buck down!" 


FEATURES 

»X-Stream Waterproof™ 

» Comfort footbed 
»Vibram® Littlehorn outsole 
»Littleway construction 


4 lb 2 oz 


Non-lnsulated MEN’S 8-12,13,14 


8-12,13,14 


A southern hunter has one need a northern 
hunter might not ever consider—protection 
from snake bites. That's why we put SnakeGuard 
Extreme material over these 17" size-zip boots to 
make you snake-proof. The Z-Trac slip-resistant 
rubber outsole with gripping pad and rugged lug 
provide superior traction. The EVA/polyurethane 
cushion midsole absorbs the shock of every step 
so you can hunt all day without fatigue. Cradle 
your foot in comfort with the removable dual¬ 
density polyurethane footbed. These tough boots 
stay good-looking longer with 3M™ Scotchgard™ 
Protection. And that's a good thing, since they'll 
last you for years to come. 


FEATURES 

» X-Stream Waterproof™ 

» Dual-density polyurethane footbed 
» Z-Trac rubber outsole 
» Cement construction 


4 lb 12 oz 


Non-lnsulated MEN’S 8-12,13,14 


8-12,13,14 















863-4069 10" Maxi Brown 




^9 




,1 


* 


Sit in a deer stand or go snowmobmng all day 
without getting cold feet thanks to the 2040 
grams of 3M™ Thinsulate™ Insulation in these 
10" leather boots with reinforced toe guard. 

The durable cement construction features a 
Mountain Ridge rubber outsole for excellent 
traction across a wide range of terrain. Trek 
through deep snow without getting wet because 
of theX-Stream Waterproof™ membrane. 
Maintain indoor levels of comfort in the great 
outdoors with the removable dual-density 
polyurethane footbed and compression- 
molded EVA midsole. These tough boots stay 
good-looking longer with 3M™ Scotchgard™ 
Protection. And that's a good thing, since they'll 
last you for years to come. 


FEATURES 


»X-Stream Waterproof 
» 2000g 3M™ Thinsulate™ Insulation 
» Dual-density polyurethane footbed 
» Mountain Ridge rubber outsole 
»Cement construction 


m 

-v 






2000g 


MENS 


8-12. 13. 14 


■NDEAVOR EXTREME 


FEATURES 

»Waterproof 

» 2400g 3M™ Thinsulate™ Insulation 
» Reflective, heat-control footbed 
» Endeavor traction control outsole 
»Cement construction 






S 

Eq5u 




"I-*. 




3 lb 14 oz 


Sit in a deer stand or go snowmobiling all day 
without getting cold feet thanks to the 2440 
grams of 3M™ Thinsulate™ Insulation in these 
12" leather boots with 360-degree guard 
protection. The durable cement construction 
features an Endeavor outsole for excellent 
traction across a wide range of terrain. Trek 
through deep snow without getting wet because 
of theX-Stream Waterproof™ membrane. 
Maintain indoor levels of comfort and warmth in 
the great outdoors with the reflective heat- 
control footbed and thermal air channel midsole. 
These tough boots stay good-looking longer with 
3M™ Scotchgard™ Protection. And that's a good 
thing, since they'll last you for years to come. 


5 STYLE# 

HEIGHT COLOR 

WEIGHT 

WATERPROOF 

INSULATION 

SIZES: 

M 

W 


STYLE# 

HEIGHT COLOR 

WEIGHT 

WATERPROOF 

INSULATION 

SIZES: 

M 

W 

K 


861-4071 12" Black & Tan 


2400g 


MEN’S 


8-12,13, 14 


NDEAVOR EXTR 
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Using the latest technology to prevent fatigue, absorb repeated shocks, 
and wick away moisture and bacteria, our line of Uniform shoes and boots 
address the most important issues for every type of service job. 


Thorogood brand occupational footwear has been keeping 
hard-working Americans like you safe and comfortable since 1892. 


A division of the Weinbrenner Shoe Company, Thorogood has relentlessly 
focused on craftsmanship, innovation, and comfort, while recognizing 
the importance of footwear to your livelihood and getting the job done. 


YOU’RE IN CHARGE 
OF THE COUNTRY. 



















STYLE# HEIGHT SAFETY TOE EH/SD 


834-6015 5.5” 


INSULATED BB PR SIZES: 


GOTETEX' 


MEN’S 8-12,13,14 


8-12,13,14 





VERACITY GTX® - 7” TACTICAL SIDE ZIP 


Another word for Veracity: Precision. No room 
for error, and no second-guessing. These Built 
in the USA, black, full-grain leather and ripstop 
fabric tactical side zip boots are designed with 
the soldier in mind. GORE-TEX® waterproof 
protection and the removable, military-grade 
polyurethane footbed keep your feet dry and 
comfortable, no matter what conditions look 
like on the ground. 


FEATURES 

» Full-grain leather/ripstop fabric 
» GORE-TEX® GUARANTEED TO KEEP YOU 
» Removable, military-grade polyurethane 
footbed 

» Vibram® cup outsole with TC4 rubber 
» Cement construction 


GO^ETEX 




STYLE# HEIGHT SAFETY TOE EH/SD NM WATERPROOF INSULATED 


834-6016 7” 


GO 1 ? E-TEX' 


SIZES: M 


MEN’S 8-12,13,14 


8-12,13, 14 





VERACITY GTX® - 8” TACTICAL 


Another word for Veracity: Precision. No room 
for error, and no second-guessing. These 
Built in the USA, black, full-grain leather and 
ripstop fabric tactical boots are designed with 
the soldier in mind. GORE-TEX® waterproof 
protection and the removable, military-grade 
polyurethane footbed keep your feet dry and 
comfortable, no matter what conditions look 
like on the ground. 


FEATURES 

» Full-grain leather/ripstop fabric 
» Polishabletoe 

» GORE-TEX® GUARANTEED TO KEEP YOU 
» Removable, military-grade polyurethane 
footbed 

» Vibram® cup outsole with TC4 rubber 
» Cement construction 


GO^ E-TEX’ 




STYLE# HEIGHT SAFETY TOE EH/SD NM WATERPROOF INSULATED 


SIZES: M 
















GENFLEX r TACTICAL - 8" TROOPER SIDE ZIP 


When you clock in, you never know how the shift 
will unfold. That’s why you need waterproof, 
durable, lightweight, and flexible boots to 
respond to any call. The GENflex2® dual¬ 
density rubber outsole with multi-directional 
traction lugs guarantee a superior grip and 
resistance to oil and slick surfaces. And the 
BBP X-Stream Waterproof™ lining also protects 
against dangerous fluids. Your feet can take a 
pounding without fatigue or injury thanks to the 
Impact 300 gel heel insert. Goodyear storm welt 
construction and heavy-duty YKK zipper with 
Velcro® closure means these side zip boots will 
withstand daily hard wear for years. 


FEATURES 

»Full-grain leather/nylon 
» BBP X-Stream Waterproof™ 

» 200g 3M™ Thinsulate™ Insulation (834-7992) 
» Removable Single-density 
polyurethane footbed 
» Composite shank 
» GEN-flex2® outsole 
» Goodyear Storm Welt construction 


834-7991 

834-7992 


v MEN'S 4-12,13,14,15 7-12,13,14,15 
w MEN'S 4-12,13,14,15 7-12,13,14,15 


GENFLEX 2“ TACTICAL - 8” JUMP BOOT SIDE ZIP 


When you clock in, you never know how the 
shift will unfold. That’s why you need durable, 
lightweight, and flexible boots to respond to 
any emergency. The GENflex2® dual-density 
rubber outsole with multi-directional traction 
lugs guarantee a superior grip and resistance 
to oil and slick surfaces. Your feet can take 
a pounding without fatigue or injury thanks 
to the Impact 300 gel heel insert. The high 
shine leather at the toe and heel give these 
hardworking boots a polished look. And 
Goodyear storm welt construction and heavy- 
duty YKK zipper with Velcro® closure means 
these side zip boots will withstand daily hard 
wear for years. 


DUAL-GENDER 


ZLN 


FEATURES 

»Full-grain leather/high-shine polishabletoe 
cap and heel counter 
» Removable Single-density 
polyurethane footbed 
»Composite shank 
»GEN-flex2® outsole 
» Goodyear Storm Welt construction 


STYLE# HEIGHT SAFETY TOE EH/SD NM WATERPROOF INSOLATED BB PR SIZES: M W 






























GENFLEX 2 TACTICAL-6" SIDE ZIP 


FEATURES 

»Full-grain leather/nylon 
» BBP X-Stream Waterproof 
» Removable Single-density 
polyurethane footbed 
»Composite shank 
»GEN-flex2® outsole 
»Stitchdown construction 


When you clock in, you never know how the shift 
will unfold. That’s why you need waterproof, 
durable, lightweight, and flexible boots to 
respond to any call. The GEI\lflex2® dual¬ 
density rubber outsole with multi-directional 
traction lugs guarantee a superior grip and 
resistance to oil and slick surfaces. And the 
BBP X-Stream Waterproof™ lining also protects 
against dangerous fluids. Your feet can take a 
pounding without fatigue or injury thanks to the 
Impact 300 gel heel insert. Goodyear storm welt 
construction and heavy-duty YKK zipper with 
Velcro® closure means these side zip boots will 
withstand daily hard wear for years. 


STYLE# HEIGHT SAFETYTOE EH/SD NM WATERPROOF INSULATED BB PR SIZES: M W 




834-6446 6 ” 

804-6447 6 ” 


Comp [75] 


v MEN'S 4-12,13,14,15 
^7 MEN'S 4-12,13,14,15 


7-12,13,14,15 
7-12,13,14,15 


GENFLEX 2 TACTICAL-8 SIDE ZIP 


When you clock in, you never know how the shift 
will unfold. That’s why you need waterproof, 
durable, lightweight, and flexible boots to 
respond to any call. The GENflex2® dual¬ 
density rubber outsole with multi-directional 
traction lugs guarantee a superior grip and 
resistance to oil and slick surfaces. And the 
BBP X-Stream Waterproof™ lining also protects 
against dangerous fluids. Your feet can take a 
pounding without fatigue or injury thanks to the 
Impact 300 gel heel insert. Goodyear storm welt 
construction and heavy-duty YKK zipper with 
Velcro® closure means these side zip boots will 
withstand daily hard wear for years. 


FEATURES 

»Full-grain leather/nylon 
» BBP X-Stream Waterproof™ 

» Removable Single-density 
polyurethane footbed 
»Composite shank 
»GEN-flex2® outsole 
» Goodyear Storm Welt construction 


834-6449 


▼ MEN'S 


4-12, 13,14,15 


7-12,13,14,15 


x-STReam 

maTBRPRODF* 





















P Dual-density rubber sole absorbs 
and distributes forces that cause 
injuries and fatigue, avoiding 
stress on feet and legs. 


GREATER SUP-RESISTANCE 

Exclusive dual-density Z-Trac 
outsole provides a gripping pad 
and a rugged lug for traction 
indoors and out. 


ENHANCED COMFORT 

Durable, 400 gram performance 
air mesh with nylon/leather 
upper is lighter, with improved 
breathability and flexibility. 


IMPRI ID SH' r 1 (PTIOI 


1] Non-metallic YKK zipper 

2] Shock Zone removable polyurethane 
footbed provides cushion 

3] EVA midsole for extra cushion 

4] EVA heel inserts provide shock absorption 
and cushion 


theDEUCE 


100 % NON-METALLIC 


















Where does the job take you? Wherever the 
action is. Be prepared to move with confidence 
in any direction, on any surface, with the 
rugged lug, dual density Z-Trac outsole in these 
black leather and performance air mesh nylon 
side zip boots. The BBP X-Stream Waterproof™ 
barrier protects you from dangerous fluids, too. 
A composite safety toe protects from impact. 
Composite shank gives your arches extra 
reinforcement. And a removable polyurethane 
SHOCK ZONE insole means you can save the 
day without harming your feet. 


FEATURES 

» Full-grain leather/400g air mesh 
» BBP X-Stream Waterproof™ 

» Removable Shock Zone polyurethane footbed 
»Composite shank 
»Z-Trac ASR outsole 
»Cement construction 


STYLE# 

HEIGHT 

SAFETY TOE 

EH/SD 

NM 

WATERPROOF INSULATED 

BB PR 

SIZES: 

M 

W 

XW 

834-6218 

6” 

- 

- 


maTEHPHOOF KmMI 

* - 

v MEN'S 

4-12,13,14, 15 

4-12,13,14,15 

8-12,13 

804-6190 

6” 

Comp [75] 

EH 


mmm§m 

♦ - 

v MEN'S 

4-12,13,14,15 

4-12,13,14,15 

7-12,13 



THE DEUCE-8” SIDE ZIP 


Where does the job take you? Wherever the 
action is. Be prepared to move with confidence 
in any direction, on any surface, with the 
rugged lug, dual-density Z-Trac outsole 
in these black leather and performance 
air mesh nylon side zip boots. The BBP 
X-Stream Waterproof™ barrier protects you 
from dangerous fluids, too. Composite shank 
gives your arches extra reinforcement. And a 
removable polyurethane SHOCK ZONE insole 
means you can save the day without harming 
your feet. 


FEATURES 

» Full-grain leather/400g air mesh 
» BBP X-Stream Waterproof™ 

» Removable Shock Zone polyurethane footbed 
»Composite shank 
»Z-Trac ASR outsole 
»Cement construction 




THE DEUCE 




















SLIP-RESITING 



Thorogood’s exclusive Athletic Slip- 
Resisting (ASR) footwear combines 
high performance in any conditions 
with lightweight comfort and great 
styling. Keep your feet under you 
with our specially-formulated rubber 
sole compound and proprietary tread 
pattern. 


Get maximum traction on whatever 
ground you need to cover. 

• ASR Ultra Light comfort construction 

• True athletic design for high performance 

• Soft, thick, removable cushioned foot beds 






ITYLE# HEIGHT 


834-6526 6 ” 


TYLE# HEIGHT 


MEN’S 4-12, 13,14,15 


6-12, 13, 14, 15 


8” ASR LEATHER/NYLON SIDE ZIP~ 


Your job requires you to perform like an 
athlete— often at a moment's notice. These 
Athletic Slip-Resistant Side-Zip boots won't 
weigh you down, and they'll give you maximum 
traction on whatever ground you need to cover. 
The soft, thick, removable cushioned footbed 
provides maximum comfort, while the cement 
construction with super light EVA midsole gives 
you a lightweight yet durable boot. You'll be 
ready for any kind of action in these full-grain, 
soft leather and performance nylon mesh boots. 


FEATURES 

»Full-grain leather/nylon 
» Cement construction 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
» Slip Resisting Outsole 
»Non-Metallic Upper 


v MEN’S 4-12, 13,14,15 


6-12,13,14,15 


834 


6528 




6” ASR LEATHER/NYLON SIDE ZIP 


Your job requires you to perform like an athlete 
- often at a moment's notice. These Athletic 
Slip-Resistant Side-Zip boots won't weigh you 
down, and they'll give you maximum traction 
on whatever ground you need to cover. The 
soft, thick, removable cushioned footbed 
provides maximum comfort, while the cement 
construction with super light EVA midsole gives 
you a lightweight yet durable boot. You'll be 
ready for any kind of action in these full-grain, 
soft leather and performance nylon mesh boots. 


FEATURES 

»Full-grain leather/nylon 
» Cement construction 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
» Slip Resisting Outsole 
» Non-Metallic Upper 


















6” ASR LEATHER MID CUT 



Your job requires you to be on your feet all 
day. These Athletic Slip-Resistant Mid-Cut 
boots won’t weigh you down, and they’ll give 
you maximum traction on wet or dry floors. 

The soft, thick, removable cushioned footbed 
provides maximum comfort, while the cement 
construction with super light EVA midsole gives 
you a lightweight yet durable boot. You’ll be 
ready for any kind of action in these full-grain, 
soft leather and performance nylon mesh boots. 


FEATURES 

»Full-grain leather/nylon 
» Cement construction 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
» Slip Resisting Outsole 
» Non-Metallic Upper 



834-6523 


✓ 


7 MEN’S 4-12,13,14,15 


6-12, 13, 14,15 



ASR LEATHER OXFORD 


Your job requires you to be on your feet all 
day. These Athletic Slip-Resistant oxfords 
won’t weigh you down, and they’ll give you 
maximum traction on wet or dry floors. The 
soft, thick, removable cushioned footbed 
provides maximum comfort, while the cement 
construction with super light EVA midsole gives 
you a lightweight yet durable shoe. You’ll be 
ready for any kind of action in these full-grain, 
soft leather oxfords. 



FEATURES 

»Full-grain leather/nylon 
» Cement construction 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
» Slip Resisting Outsole 
» Non-Metallic Upper 



STYLE# 

>=r^ 

Vt' 


834-6522 Oxford 




7 MEN’S 4-12,13,14,15 6-12,13,14,15 


804-6522 Oxford COMP [75] EH 




7 MEN’S 4-12, 13,14,15 6-12,13,14,15 7-12,13,14,15 


ASR LEATHER SLIP-ON 



Your job requires you to be on your feet all 
day. These Athletic Slip-Resistant slip-ons 
won’t weigh you down, and they’ll give you 
maximum traction on wet or dry floors. The 
soft, thick, removable cushioned footbed 
provides maximum comfort, while the cement 
construction with super light EVA midsole gives 
you a lightweight yet durable shoe. You’ll be 
ready for any kind of action in these full-grain, 
soft leather slip-ons. 


FEATURES 

» Full-grain leather/nylon 
» Cement construction 

» Removable Shock Zone polyurethane footbed 
» Composite shank 
» Slip Resisting Outsole 
» Non-Metallic Upper 











834-6520 

Slip-on - - S 

- 

- 

- 

- v MEN’S 

4-12,13,14,15 

6-12, 13,14, 15 

804-6520 

Slip-on COMP [75] EH ✓ 

- 

- 

- 

- v MEN’S 

4-12,13,14,15 

6-12, 13,14,15 
















QUICK-RELEASE STATION BOOT 



6” QUICK-RELEASE STATION BOOT 



In between calls at the station, you want 
comfort and ease for your feet without 
sacrificing safety. These quick-release 
full grain leather station boots contain a 
TPU mini-lug outsole for a comfortable grip 
and flexibility. Direct inject construction 
provides additional flexibility. Stay comfortable 
for your entire shift with the removable, 
polyurethane insole. And when the emergency 
call comes, the quick-release in these station 
boots means you won't waste any time suiting 
up for duty. 


FEATURES 

»Full-grain leather 
» Removable Single-density 
polyurethane footbed 
» Composite shank 
» Mini lug outsole 
» Direct attach construction 












POROMERICCHUKKA 


When your job requires a dress uniform, you 
need to look sharp and make a good impression. 
The easy-care, durable, and stylish poromeric 
upper in this chukka boot keeps your feet dry 
with the comfort weave lining. The removable 
EVA footbed with polyurethane heel pad make 
standing at attention feel as good as it looks. 

An oil- and slip-resisting blown rubber outsole 
with non-marking tread means you can stand 
your ground without leaving a trace. 


FEATURES 

» High-gloss poromeric 
» Removable EVA insole 
» Composite shank 
» Blown rubber outsole 
» Cement construction 



STYLE# HEIGHT SAFETYTOE EH/SD NM WATERPROOF 


831-6032 Chukka 



STYLE# HEIGHT SAFETYTOE EH/SD NM WATERPROOF 


834-6041 Oxford 



INSULATED BB PR SIZES: M W XW 


- ▼ MEN'S 3-12,13,14,15 3-12,13,14,15 7-12,13 


CLASSIC LEATHER OXFORD 

When your job requires a dress uniform, FEATURES 

you need to look sharp and make a good » High-shine leather 

impression. The smooth, high-shine leather » Removable EVA insole 

of these classic oxfords won't let you down. » Composite shank 

The removable EVA footbed with polyurethane » Blown rubber outsole 

heel pad means you can stand or walk for hours » Cement construction 

in comfort. An oil- and slip-resisting blown 



rubber outsole with non-marking tread means 
you won't leave evidence of where you've been. 



INSULATED BB PR SIZES: M W XW 


- ▼ MEN'S 3-12,13,14,15 3-12,13,14, 15 8-12,13, 14,15 


CLASSIC LEATHER OXFORD 

When your job requires you to look like a leader FEATURES 

and still perform like the hardest-working » High-shine leather 

member of your team, these classic leather » Steel shank 

EH oxfords with steel safety toes are at your » EVA lug outsole 

service. Goodyear storm welt construction with » Goodyear Storm Welt construction 

an oil-resisting EVA lug outsole provide durability 

and extra traction, while the smooth, high-shine 



leather upper of these ATSM F2413-ll-rated 
oxfords pass any inspection. 



STYLE# 

HEIGHT 

SAFETYTOE 

EH/SD NM WATERPROOF 

INSULATED 

BB 

PR SIZES: 

M 

W 

XW 

804-6449 

Oxford 

Steel [75] 

EH 

- 

- 

- V MEN'S 

4-12,13,14,15 

4-12,13,14,15 

7-12,13,14,15 















UNIFOR 



POROMERIC OXFORD 




Does your job require you to look good while 
working in any type of conditions? These 
high-shine poromeric Made in the USA oxfords 
won't let you down. The removable Poly-Pil- 
low Footpacer™ footbed reduces fatigue and 
provides excellent shock absorption while 
protecting against moisture, bacteria, and 
odor. Slip-resisting Vibram® EVA outsole convey 
durability and extra traction, whether you're 
indoors or out. 


FEATURES 

»High-gloss poromeric 
»Removable Poly-Pillow Footpacer™ 
»Fiberglass shank 
»Vibram® EVA Outsole 
»Goodyear Welt construction 



831-6027 

Oxford 

- 

- 

- 

- 

- 

MEN'S 8^-12,13,14,15 

6-12,13,14,15,16 

6-12,13,14,15 7-12,13,14,15 

531-6303 

Oxford 

- 

- 

- 

- 

- 

WOMEN'S 

5-11 

6-10 















When the job is tough but you still have to look 
good, count on these glossy black poromeric 
and abrasion-resistant Cordura® nylon Cross- 
Trainer Plus boots. Made in the USA and Berry 
Compliant, these boots boast a lightweight 
Street Athletics single-density polyurethane 
outsole for maximum flexibility. Cement 
construction gives these boots an athletic feel, 
while the removable, pillow-top Motion Sensor 
insole with memory foam may make you think 
you're walking on clouds. 


FEATURES 

» High-gloss poromeric/Cordura® 

» Removable pillow-top Motion Sensor footbed 
with memory foam insole 
»Fiberglass shank 
»Street Athletics outsole 
»Cement construction 
» Berry Compliant 



TYLE# HEIGHT SAFETY TOE 


WATERPROOF INSULATED 


831-6833 6 " 


w MEN'S 6-12,13 




8” COMMANDO PLUS 


-v ★ 



When the job is tough but you still have 
to look good, count on these glossy black 
poromeric and abrasion-resistant Cordura® 
nylon Commando Plus boots. Made in the USA 
and Berry Compliant, these boots boast a 
Vibram® Enforcer slip- and abrasion-resisting 
rubber outsole for total control on any surface. 
Cement construction with side wall stitch gives 
these boots an athletic feel. The removable 
Poly-Pillow Footpacer™ insole reduces fatigue 
and provides excellent shock absorption while 
protecting against moisture, bacteria, and odor. 



FEATURES 

» High-gloss poromeric/Cordura® 

» Removable Poly-Pillow Footpacer™ insole 
» Fiberglass shank 
»Vibram® Enforcer Outsole 
» Cement with sidewall stitch 
construction 



STYLE# 

HEIGHT 

SAFETYTOE EH/SD NM WATERPROOF 

INSULATED 

BB 

PR SIZES: 

M 

W 

831-6823 

8" 

- 

- 

- 

MEN'S 

7-12,13 

8-12,13 

















1] Nylon drawstring 2] Adjustable strap 3] Waterproof 4] Rubber toe guard 5] Multi-directional lug 




OVERSHOES 













Lightweight Construction 
Prevents Fatigue 
Nylon Drawstring 
Keeps The Elements Out 
Adjustable Strap For Added 
Security And Comfort 


Waterproof 

Insulated 

[Avalanche, 161-0300] 
Rubber Toe Guard 
Protects Shoes From Flarsh 
Weather Environments 


Rubber Lug Outsole 
Abrasion-And Slip-Resistant 
Multi-Directional Lug 



The quick-release buckle in these waterproof 
US Postal-approved overshoes make for an easy 
on and off when job conditions turn wet 
or wintery. The slip-resistant rubber lug outsole 
protects you from sliding on mud, slush, and 
snow. Sturdy cement construction gives you a 
lightweight, flexible overshoe that won't slow 
you down. 


IF OVERSHOE ■ 

FEATURES 

»Lightweight, waterproof nylon 
» Hook and Loop Front Strap 
» Rubber lug outsole 
» Cement construction 
» US Postal Approved 




1 STYLE# 

HEIGHT 

COLOR 

WATERPROOF 

INSULATED 

SIZES: 

XS 

S 

M 

L 

XL 

XXL 

161-0200 

11” 

Black 

4 

- 

MEN’S 

3-41/2 

5-6/2 

7-8/2 

9-10/2 

11-12/2 

13-14/2 

MONSOON 





WOMEN'S 

4/2-6 

6/2-8 

8/2-IO 

10/2-12 

12/2-14 

14/2-16 

161-0300 

11" 

Black 

4 

*±k 

MEN’S 

3-4/2 

5-6/2 

7-8/2 

9-10/2 

11-12/2 

13-14/2 

AVALANCHE 





WOMEN'S 

4/2-6 

6/2-8 

8/2-IO 

10/2-12 

12/2-14 

14/2-16 



OVERSHOES 


















SAFETYTOE EH SD NM WATERPROOF INSULATED BERRY COMPLIANT SIZES: 


534 


6906 


Chukka 


WOMEN'S 


f STREETS 


834-6906 


Chukka 


PLAIN 


TOE 


CHUKKA 


7-12. 13 


7-12,13 


Plush Super Cushion Footbed 

Thick polyurethane Insert created 
to cradle your foot. 


Flexible Construction 

3D sidewall design and a dual 
density PU outsole combine to 
transition your foot. 


You're on your feet all day, and these Made 
in the USA, Berry Compliant, Postal Certified, 
Plain Toe Chukka Shoes bear the load like a 
champ. Our exclusive Soft Streets™ dual¬ 
density polyurethane direct injected outsole 
gives you time-tested comfort and flexibility. 
The removable, single-density Comfort 125 
polyurethane insole contains a contour heel 
cup for maximum support and comfort. These 
full-grain leather chukka shoes are slip- and 
electric hazard-resistant for added protection, 
and they don't stop working until you do. 


FEATURES 

»Full-grain leather 

» Removable Comfort 125 polyurethane footbed 
» Softstreets™ outsole 
» Direct Attach construction 
» Berry Compliant 
» Postal Certified 


Designed Durability 

Unique staggered sole pattern and our 
superior shank placement design will 
support your foot." 


Ultra Light 

Soft, breathable leather and wicking 
polyester lining won’t weigh you down. 














MADE IN THE 


PLAIN TOE OXFORD 


-V . * 


You're on your feet all day, and these Made in 
the USA, Plain Toe Oxford Shoes bear the load 
like a champ. Our exclusive Soft Streets™ dual¬ 
density polyurethane direct injected outsole 
gives you time-tested comfort and flexibility. 
The removable, single-density Comfort 125 
polyurethane footbed contains a contour heel 
cup for maximum support and comfort. These 
full-grain leather oxford shoes are slip- and 
electric hazard-resistant for added protection. 
These shoes don't stop working until you do. 


FEATURES 

»Full-grain leather 

» Removable Comfort 125 polyurethane footbed 
» Softstreets™ outsole 
» Direct Attach construction 
» Postal Certified and Berry Compliant 
(834-6905, 534-6905) 

» Style 804-6905 is Made in the USA with 
domestic and globally-sourced components 


TYIE# HEIGHT SAFETY TOE EH/SD NM WATERPROOF INSUTATED BERRY COMPTIANT SIZES: 


834-6905 Oxford 




MEN'S 7-12,13,14 


7-12,13,14 


7-12,13 


534-6905 Oxford 




WOMEN'S 6-11 


6-11 


804-6905 Oxford Steel [75] EH 


MEN'S 


7-12,13,14 


7-12, 13,14 


8-12, 13 


DOUBLE TRACK OXFORD 


MADE IN THE 


You're on your feet all day, and these Made 
in the USA, Double Track Oxford Shoes bear 
the load like a champ. Our exclusive Soft 
Streets™ dual-density polyurethane direct 
injected outsole gives you time-tested comfort 
and flexibility. Our removable, single-density 
Comfort 125 polyurethane insole contains a 
contour heel cup for maximum support and 
comfort. These full-grain leather double track 
oxford shoes are slip- and electric hazard- 
resistant for added protection. These shoes 
don't stop working until you do. 


FEATURES 

»Full-grain leather 

» Removable Comfort 125 polyurethane footbed 
» Softstreets™ outsole 
» Direct Attach construction 
» Postal Certified and Berry Compliant 
(834-6908, 534-6908) 

» Style 804-6908 is Made in the USA with 
domestic and globally-sourced components 


:# HEIGHT SAFETYTOE EH/SD NM WATERPROOF INSULATED BERRY COMPLIANT SIZES: 


834-6908 

Oxford 

- 

- 

- 

V 

MEN'S 

7-12,13,14 

7-12,13,14 

7-12,13 

534-6908 

Oxford 

- 

- 

- 

V 

WOMEN'S 

6-11 

6-11 


804-6908 

Oxford Steel [75] EH 

- 

- 

- 

- 

MEN'S 

7-12,13,14 

7-12,13,14 

8-12, 13 


ETS™ I MADE IN TH 



















SOFT STREETS™ I MADE IN THE 


■ * - ij 




MOC TOE OXFORD 


MADE IN THE 



You're on your feet all day, and these Made 
in the USA, Berry Compliant, Postal Certified 
Moc Toe Oxford Shoes bear the load like a 
champ. Our exclusive Soft Streets™ dual¬ 
density polyurethane direct injected outsole 
gives you time-tested comfort and flexibility. 
The removable, single-density Comfort 125 
polyurethane insole contains a contour heel 
cup for maximum support and comfort. These 
full-grain leather moc toe oxfords are slip- and 
electric hazard-resistant for added protection. 
These shoes don't stop working until you do. 


FEATURES 

»Full-grain leather 

» Removable Comfort 125 polyurethane footbed 
» Softstreets™ outsole 
» Direct Attach construction 
» Berry Compliant 
» Postal Certified 



STYLE# HEIGHT SAFETYTOE EH/SD NM WATERPROOF INSULATED BERRY COMPLIANT SIZES: 


834-6907 Oxford 




MEN'S 7-12,13, 14 


7-12,13,14 8-12,13 


6” WATERPROOF, INSULATED SPORT BOOT 


MADE IN THE 



STYLE# HEIGHT SAFETYTOE 


Neither snow nor rain nor heat nor gloom 
of night stays these couriers from the swift 
completion of their appointed rounds and you 
can do it without complaint in seam-sealed, 
waterproof, insulated, Made in the USA sport 
boots like these. Our exclusive Soft Streets™ du¬ 
al-density polyurethane direct injected outsole 
gives you time-tested comfort and flexibility. 

The removable, single-density Comfort 125 
polyurethane insole contains a contour heel 
cup for maximum support and comfort. And 
400 grams of 3M™ Thinsulate™ Insulation keep 
you toasty warm until you make it back to the 
office. s 


WATERPROOF INSULATED BERRY COMPLIANT SIZES: M 


FEATURES 

»Full-grain leather 
» Waterproof 

» 400g 3M™ Thinsulate™ Insulation 
» Removable Comfort 125 polyurethane footbed 
» Softstreets™ outsole 
» Direct Attach construction 
» Berry Compliant 
» Postal Certified 




834-6342 


6 " 




3M 


THINSULATE™" 




MEN'S 7-12,13 


7-12,13 



534-6342 


6 " 




3M 


THINSULATE’” 




WOMEN'S 6-10 


6-10 


8” WATERPROOF, INSULATED WEATHERBUSTER 


MADE IN THE 


Neither snow nor rain nor heat nor gloom 
of night stays these couriers from the swift 
completion of their appointed rounds; and you 
can do it without complaint in seam-sealed, 
waterproof, insulated, Made in the USA sport 
boots like these. Our exclusive Soft Streets™ 
dual-density polyurethane direct injected 
outsole gives you time-tested comfort and 
flexibility. The removable, single-density 
Comfort 125 polyurethane insole contains a 
contour heel cup for maximum support and 
comfort. And 400 grams of 3M™ Thinsulate™ 
Insulation keep you toasty warm until you 
make it back to the office. : 


FEATURES 

»Full-grain leather 
» Waterproof 

» 400g 3M™ Thinsulate™ Insulation 
» Removable Comfort 125 polyurethane footbed 
» Softstreets™ outsole 
» Direct Attach construction 
» Berry Compliant 
» Postal Certified 


STYLE# HEIGHT SAFETYTOE EH/SD NM WATERPROOF INSULATED BERRY COMPLIANT SIZES: M 



















10” WELLINGTON 


For a hard day's work, you need the durability, 
performance, and comfort of these Made in the 
USA, Berry Compliant Wellington boots. With 
a full grain leather and 1000-denier Cordura® 
nylon upper, these boots are as rugged as any 
task on your list. Our exclusive Soft Streets™ 
dual-density polyurethane direct injected 
outsole gives you time-tested comfort and flex¬ 
ibility. The removable, single-density Comfort 
125 polyurethane footbed contains a contour 
heel cup for maximum support and comfort. 
These slip-resistant boots don't stop working 
until you do. 


FEATURES 

»Full-grain leather/Cordura® 

» Removable Comfort 125 polyurethane footbed 
»Softstreets™ outsole 
» Direct Attach construction 
» Postal Certified and Berry Compliant 
(834-6211) 

» Style 804-6111 is Made in the USA with 
domestic and globally-sourced components 



STYLE# 

HEIGHT 

SAFETY TOE 

EH/SD NM WATERPROOF 

INSULATED 

BERRY COMPLIANT 

SIZES: 

M 



W 

XW 

834-6211 

10" 

- 

- 

- 

V 

MEN'S 

7-12, 

13, 

14 

8-12,13,14 


804-6111 

10" 

Steel [75] 

EH 

- 

- 

MEN'S 

7-12, 

13, 

14 

7-12, 13,14 



ETS™ I MADE IN THE USA 










STREET ATHLETICS 


-A > 


STREET 

ATHLETICS 


Featuring our exclusive, removable triple density pillowtop 

Motion Sensor footbed with memory foam 


Absorbs the shock of every 
step you take 


Cradles and massages the foot 


Top nylon liner wicks away 
moisture and dries quickly 


Polishes up quickly to give the 
best impression possible 
Athletic-design polyurethane 
sole for comfort on pavement, 
concrete, or gravel 


i-. 








FREEDOM-OXFORD 


MADE IN THE 



Walk or stand all day in comfort on pavement, 
gravel, and concrete in these full-grain leather, 
Made in the USA, Berry Compliant, Postal 
Certified Oxford Freedom shoes. The removable, 
Motion Sensor memory foam insole cradles 
and massages your foot with every step. The 
top nylon liner wicks away moisture and dries 
quickly, even on the hottest days. The Street 
Athletics single-density polyurethane outsole is 
flexible and lightweight, so it won't weigh you 
down as you make your rounds. 


FEATURES 

»Full-grain leather 
» Removable Motion Sensor footbed 
»Fiberglass shank 
» Street Athletics outsole 
» Cement construction 
» Berry Compliant 
» Postal Certified 



STYLE# HEIGHT SAFETYTOE EH/SD 


INSULATED BERRY COMPLIANT SIZES: M 



834-6931 Oxford 


✓ 


MEN'S 7-12,13,14,15 7-12,13,14,15 


534-6931 Oxford 




WOMEN'S 6-10,11 

















LIBERTY-OXFORD 


MADE IN THE orstanc * a " ^ ay ' n com ^ orton p avemen t 

gravel, and concrete in these full-grain leather, 
Made in the USA, Berry Compliant, Postal 
Certified Oxford Liberty shoes. The removable, 
Motion Sensor memory foam insole cradles 
and massages your foot with every step. The 
top nylon liner wicks away moisture and dries 
quickly, even on the hottest days. The Street 
Athletics single-density polyurethane outsole is 
flexible and lightweight, so it won't weigh you 
down as you make your rounds. 


FEATURES 

»Full-grain leather 
» Removable Motion Sensor footbed 
»Fiberglass shank 
» Street Athletics outsole 
» Cement construction 
» Berry Compliant 
»Postal Certified 


Mil 


SAFETY TOE EH SD 


834-6932 Oxford 
534-6932 Oxford 


INSULATED BERRY COMPLIANT SIZES: 




MEN'S 7-12,13, 14,15 7-12,13,14,15 8-12,13,14 


WOMEN'S 6-10,11 


6 - 10,11 


LIBERTY-MID CUT 


MADE IN THE orstanc * a " ^ ay ' n com ^ orton p avemen t 

gravel, and concrete in these full-grain leather, 
Made in the USA, Berry Compliant, Postal 
Certified Oxford Freedom shoes. The removable, 
Motion Sensor memory foam insole cradles 
and massages your foot with every step. The 
top nylon liner wicks away moisture and dries 
quickly, even on the hottest days. The Street 
Athletics single-density polyurethane outsole is 
flexible and lightweight, so it won't weigh you 
down as you make your rounds. 


FEATURES 

»Full-grain leather 
» Removable Motion Sensor footbed 
»Fiberglass shank 
» Street Athletics outsole 
» Cement construction 
» Berry Compliant 
» Postal Certified 


SAFETY TOE EH/SD 


834-6933 


Mid 


INSULATED BERRY COMPLIANT SIZES: M 


✓ 


MEN'S 7-12,13, 14,15 


7-12,13,14,15 8-12,13,14 


534-6933 


Mid 




WOMEN'S 6-10.11 


6 - 10.11 
















UNIFORM ATHLETICS I MAD 
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CODE 3 ENFORCER-OXFORD 



MADE IN THE 





The durable yet lightweight cement 
construction and side wall stitch of these 
Made in the USA Code 3 Enforcer oxford shoes 
make them feel more like athletic shoes than 
work footwear. The engineered composite 
shank supports your arch, while the Vibram® 
Enforcer slip- and abrasion-resisting rubber 
outsole allows for total control on any surface. 
These full-grain, high shine leather oxford 
shoes are Berry Compliant and Postal Certified, 
so you know they're as well-suited to your job 
as you are. 


FEATURES 

» High-shine leather 

» Removable Poly-Pillow Footpacer™ footbed 
»Composite shank 
» Vibram® Enforcer outsole 
» Cement with sidewall stitch construction 
» Berry Compliant 
»Postal Certified 




SAFETYTOE EH SD NM INSULATED WATERPROOF BERRY COMPLIANT SIZES: 


834-6574 Oxford 


MEN'S 7-12,13 


ATHLETIC POSTAL OXFORD 


MADE IN THE 



The durable yet lightweight cement 
construction of these Made in the USA oxford 
shoes make them feel more like athletic shoes 
than work footwear. A flexible, single-density 
polyurethane outsole won't weigh you down 
as you make your rounds. These full-grain 
leather, slip-resistant, athletic shoes are Berry 
Compliant and Postal Certified, so you know 
they're as well-suited to your job as you are. 


FEATURES 

» Full-grain leather 

» Removable Poly-Pillow Footpacer™ footbed 
» Single-density polyurethane outsole 
»Cement construction 
» Berry Compliant 
»Postal Certified 




SAFETYTOE EH/SD NM INSULATED WATERPROOF BERRY COMPLIANT SIZES: 


834-6501 

Oxford 

- 

- 


- 

- 


MEN'S 

7-12,13 

7-12,13 

534-6501 

Oxford 

- 

- 


- 

- 


WOMEN'S 

6-10 

6-10 
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The durable yet lightweight cement 
construction and side wall stitch of these 
Made in the USA Code 3 Oxford shoes make 
them feel more like athletic shoes than work 
footwear. The Vibram® Enforcer slip- and 
abrasion-resisting rubber outsole allows for 
total control on any surface. These full-grain, 
high shine leather oxford shoes are Berry 
Compliant and Postal Certified, so you know 
they're as well-suited to your job as you are. 


FEATURES 

»Full-grain leather 

» Removable Poly-Pillow Footpacer™ footbed 
» Vibram® abrasion-resisting rubber outsole 
» Cement with sidewall stitch construction 
» Berry Compliant 
»Postal Certified 



SAFETY TOE EH/SD NM INSULATED WATERPROOF BERRY COMPLIANT SIZES: 


4-6333 Oxford 

534-6333 Oxford 




MADE IN THE 




MEN'S 7-12,13, 14 
WOMEN'S 514-10 


7-12,13,14 
6-10 


CODE 3-MID CUT 


7-12 




The durable yet lightweight cement 
construction and side wall stitch of these 
Made in the USA Code 3 Mid Cut boots make 
them feel more like athletic shoes than work 
footwear. The Vibram® Enforcer slip- and 
abrasion-resisting rubber outsole allows for 
total control on any surface. These full-grain, 
high shine leather oxford shoes are Berry 
Compliant and Postal Certified, so you know 
they're as well-suited to your job as you are. 


FEATURES 

»Full-grain leather 

» Removable Poly-Pillow Footpacer™ footbed 
» Vibram® abrasion-resisting rubber outsole 
» Cement with sidewall stitch construction 
» Berry Compliant 
» Postal Certified 


SAFETYTOE EH/SD NM INSULATED WATERPROOF BERRY COMPLIANT SIZES: 


834-6444 

Mid 

- 

- 


- 

- 


MEN'S 

7-12,13,14 

7-12,13,14 

7-12 

534-6555 

Mid 

- 

- 


- 

- 


WOMEN'S 

5H-10 

6-10 



UNIFORM ATHLETICS I MADE IN THE USA 







































SOLE COMPARISON 




GEN-FLEX2® 

DUAL-DENSITY 

RUBBER 

A.S.R. SUPER 
SLIP-RESISTING 
RUBBER 

Z-TRACASR 
RUBBER/EVA SOLE 

GUARDIAN 

ULTRALIGHT 

OIL-AND 
SLIP-RESISTING 
BLOWN RUBBER 

OIL-RESISTING 

EVA LUG 

VIBRAM® 

EVA OR 

EVA WEDGE 

Abrasion Resistance 

A 

A 

A 

B 

A 

C 

B 

Oil Resistance 

A 

A 

A 

A 

A 

A 

B 

Heat Resistance 

C 

C 

B 

C 

C 

C 

C 

Chip Resistance 

A 

B 

B 

C 

C 

C 

C 

Slip Resistance 

A 

A 

A 

A 

A 

B 

B 

SOLE 8 

SOLE 9 

SOLE 10 

SOLE 11 

SOLE 12 

SOLE 13 

SOLE 14 

SOLE 15 




STREET ATHLETICS 
SINGLE-DENSITY 
POLYURETHANE 

VIBRAM® 
ENFORCER 
ABRASION- 
RESISTING RUBBER 

SOFTSTREETS™ 

DUAL-DENSITY 

POLYURETHANE 

SINGLE 

DENSITY 

POLYURETHANE 

VIBRAM® 

ABRASION- 

RESISTING 

RUBBER 

TPU 

MINI LUG 

OVERSHOES 

VIBRAM® CUP 
OUTSOLE WITH TC4 
RUBBER OUTSOLE 

Abrasion Resistance 

B 

A 

A 

B 

A 

A 

A 

A 

Oil Resistance 

A 

A 

A 

A 

C 

A 

A 

A 

Heat Resistance 

C 

A 

C 

C 

B 

C 

C 

C 

Chip Resistance 

C 

A 

C 

C 

B 

C 

B 

B 

Slip Resistance 

A 

B 

A 

A 

A 

A 

A 

A 


































THOROGOOD 

3-PACK 

SOCKWEAR 



Made in USA* 


Thorogood Professional Uniform socks are made with 
an anatomical understanding of the relationships of 
your foot to your sock, and your sock to your footwear. 
We use specific combinations of yarns and knitting 
techniques to make our socks durable and comfortable 
while providing superior foot protection. 


Sizing for All 

THOROGOOD SOCKWEAR 

MEN’S SOCK/SHOE SIZES _ 

• S4J4-6J4 •M6 1 /2-9 1 / 2 «L 9*4-12*4 • XL 13 and up 

WOMEN’S SOCK/SHOE SIZES 

• S 5-7*4 • M 7*4-10 • L 10-13 


Thorogood 
3-Pack Sockwear 
with CoolMax® 

CoolMax® is a high 
performance, four- 
channel fiber engineered 
to move moisture and 
speed evaporation. It 
is superior fabric for 
wicking action, drying 
time, moisture absorption 
and transport. 



888-1006 
3-Pack Crew 

All white, 

with postal stripes 


888-1008 
3-Pack Crew 

All black 


888-1009 
3-Pack Crew 

All navy, 

with postal stripes 


888-9009 

3-Pack Mini Crew 

All navy, 

with postal stripes 


888-1007 
3-Pack Mini Crew 

All white, 

with postal stripes 


UNIFORM SOCKS 






















Even with all this accumulated knowledge and experience 
you remain one of our toughest customers—and we wouldn’t have it any other way 




















































































































































































































































































































WAR FIGHTER I MILITARY FOOTW 





813-8800 


803-8800 


8" WAR FIGHTER-BERRY COM IANT 


When the only possible outcome is Mission 
Accomplished, rely on these 8" War Fighter 
Made in the USA Military Boots to carry you 
through. Rugged triple-stitched upper in Coyote 
Mohave leather and 1000 denier Cordura® 
leads to a Vibram® V4 fast-roping compound 
for superior abrasion resistance and fast- 
roping. Stay comfortable in any weather with 
Temper-Dri® lining impregnated with Silpure 
antimicrobial for fast drying and protection. 
Venting helps drain water and circulate air, 
and the removable, Comfort 125 polyurethane 
insole features a contour heel cup and arch 
support to protect and cradle your foot. Feel 
the quality of support from back home in these 
Berry Compliant and union made boots. 


FEATURES 

» Coyote Mohave rough out leather/1000 denier 
Cordura® 

» Removable Comfort 125 polyurethane footbed 
» Fiberglass shank 

» Vibram® cup outsole with TC4 rubber outsole 
» Cement with sidewall stitch construction 
» Berry Compliant 
» DA PAM-670-1 compliant 




WATER 

SLASH 

FLAME 

ABRASION 


TOE 

STYLE# H 

EIGHT RESISTANT 

RESISTANT 

RESISTANT 

RESISTANT 

RESISTANT 

EH 

PROTECTION 


MEN’S 3-14,15 


STEEL[75] 


MEN’S 3-14,15 


BERRY COMPLIANT 


TOUGH & DURABLE 


Triple stitched upper 
Proprietary Vibram® cup outsole with 
TC4 rubber 

► Vibram® V4 fast-roping compound for superior 
abrasion resistance 


► Removable footbed with molded arch support 
and anti-microbial lining 

► Vented to drain water and circulate air quickly 

► Temper-Dri® lining impregnated with Silpure 
antimicrobial for fast drying and protection 


FIGHTER 


COMFORTABLE 


PROTECTS 

• DWR/PTFE-coated for flame- and water- 
resistance 

• Super fabric provides added arch support that is 
slash-, flame-, and abrasion-resistant 


WELL-EQUIPPED 

• Fully gusseted tongue 

• Paracord laces 

• Silpure anti-microbial treatment 






















DA PANI-670-1 COMPLIANT 






MILITARY FOOTWEAR 

- 1 - 


TOUGHS DURABLE 

•Triple-stitched upper 
•Stitched heel and toe 

• Highly abrasion- and tear-resistant 

COMFORTABLE 

• Textured, molded arch area 

• Comfort 125 removable footbed 

• Padded collar to reduce chafing 

PROTECTS 

• DWR USA coyote Mohave leather and 
500 denier nylon 

• Fully gusseted tongue 

• Oil- and slip-resistant outsole 

WELL-EQUIPPED 

• Paracord laces 

• NATO hooks and speed lace eyelets 

• 90 degree heel 




SLIP/OIL WATER SLASH 
STYLE# HEIGHT RESISTANT RESISTANT RESISTANT 


When the only possible outcome is Mission 
Accomplished, rely on these 8" SAW Military 
Boots to carry you through. Direct attach 
construction with heel and toe stitch for 
added strength. Rugged triple-stitched upper 
in Coyote Mohave leather and 500 denier 
nylon with stitched heel and toe for maximum 
abrasion resistance. The removable, Comfort 
125 polyurethane footbed cradles your foot. 
Fiberglass shank provides support and 
protection from below, while the multi-terrain 
rubber outsole with 90-degree heel provides 
excellent traction whether you're on land, 
rooftop, or ladder. Guaranteed to stick with the 
mission until it's done. 


FLAME ABRASION TOE 

RESISTANT RESISTANT EH PROTECTION 


8 " ✓ - ✓ ✓ 


8" SAW 


FEATURES 

» Coyote Mohave rough out leather/500 denier 
Cordura® 

» Removable Comfort 125 polyurethane footbed 
»Fiberglass shank 

» Multi-terrain rubber outsole with 90° heel 
» Cement construction 
with heel and toe stitch 
» DA PAM-670-1 compliant 



913-7000 


MEN’S 3-14,15 


75 


SAW I MILITARY FOOTWEAR 







KEEP FLOORS CLEAN INDOORS 
KEEP SHOES CLEAN OUTDOORS 


OVERSHOES 






V 

"’X 


OVERSHOES 


COMFORT 

PROTECTION 

GRIP 

Lightweight Construction 

Waterproof 

Rubber Lug Outsole 

Prevents Fatigue 

Insulated 

Abrasion- And Slip-Resistant 

Nylon Drawstring 

[Avalanche, 161-0300] 

Multi-Directional Lug 

Keeps The Elements Out 
Adjustable Strap For Added 
Security And Comfort 

Rubber Toe Guard 

Protects Shoes From Flarsh 
Weather Environments 




The quick-release buckle in these waterproof 
US Postal-approved overshoes make for an easy 
on and off when job conditions turn wet 
or wintery. The slip-resistant rubber lug outsole 
protects you from sliding on mud, slush, and 
snow. Sturdy cement construction gives you a 
lightweight, flexible overshoe that won't slow 
you down. 


11” OVERSHOE 

FEATURES 

»Lightweight, waterproof nylon 
» Hook and loop front strap 
» Rubber lug outsole 
» Cement construction 
» US Postal Approved 




STYLE# 

HEIGHT 

COLOR 

INSULATED 

WATERPROOF 

SIZES: 

XS 

S 

M 

L 

XL 

XXL 

161-0200 

11 ” 

Black 

- 

4 

MEN’S 

3-4/2 

5-6/2 

7-8/2 

9-10/2 

11 - 12/2 

13-14/2 

MONSOON 





WOMEN'S 

4 / 2-6 

6 / 2-8 

8 / 2 -IO 

10 / 2-12 

12/2-14 

14/2-16 

161-0300 

11 " 

Black 


4 

MEN’S 

3-4/2 

5-6/2 

7-8/2 

9-10/2 

11 - 12/2 

13-14/2 

AVALANCHE 





WOMEN'S 

4 / 2-6 

6 / 2-8 

8 / 2 -IO 

10 / 2-12 

12/2-14 

14/2-16 


78 















FEATURES 


Lightweight EVA 
Handsfree 
No left/right 
Rinse off 

Two slip-resisting rubber sole pads 
Fits over most shoes or boots with unique 
patented design 
Flex groove design 


CLOSED TOE 


FEATURES 


Lightweight EVA 
Handsfree 
No left/right 
Rinse off 

Two slip-resisting rubber sole pads 
Fits over most shoes or boots with unique 
patented design 
Flex groove design 


Your Shoe-In® is made of high quality EVA material Jor lasting comfort. The shoe you wear with any Shoe In® will determine proper fit. No Shoe-In® should be'used for climbing"or running as this ma"y itose.a 
potential trip hazard. Do not wear Shoe Ins while driving. Your Shoe In® cannot prevent all slips and falls. Shoe In® with Ice-Ts (Ice Traction System) should not.be worn bn non-ice coverea surfaces. Shog In® 
with Safety Todfis tested to the ASTM F2413-11 Standard but cannot comply with the .standard. The ASTM F2413-11 Standard states no overshoe cammeet or comply with the'standard! 


161-0888 

Charcoal 

MEN’S 

5 - 8/2 

9-11 

11 /2-12 

13+ • 



WOMEN'S 4 - 6/2 

7-9/2 

IO-II /2 

12 + 

J 


STYLE# 

COLOR 

SIZES: 

XS 

S 

M 

L 

XL 

161-0777 

Charcoal 

MEN’S 

- 

5-8/2 

9-11 

11 /2-12 




WOMEN'S 

4 - 6/2 

7-9/2 

IO-II /2 

12 + 

i3 + j 
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Following in your footsteps, just got easier with Thorogood’s new line of kids footwear. Classic 
styling based on our most popular sellers, provide your little ones with one more thing in common 

with the people they look up to the most. 


BUILT FOR FOLLOWING IN 
YOUR FATHER’S FOOTSTEPS 









JACKSON - MOC TOE 


FEATURES 




» Soft full-grain leather upper 
comfortably forms to any foot 

» Durable, Goodyear Storm Welt guarantees a sturdy, 
rugged construction 

» Removable, compression EVA footbed for added shock absorption 


LU 

O 

ZD 

O 


STYLE # 

COLOR 

SIZES 

M 

314-4100 

MUD PIE BROWN 

CHILDRENS 

12-3 

314-4110 

GLADIATOR TAN 

CHILDRENS 

12-3 

414-4100 

MUD PIE BROWN 

YOUTH 

VA-K 

414-4110 

GLADIATOR TAN 

YOUTH 

WAS 


Does not meet ASTM F2413-11 standard for safety footwear 


- PLAIN TOE 


FEATURES 

» Soft full-grain leather upper 
comfortably forms to any foot 

» Durable, Goodyear Storm Welt guarantees a sturdy, 
rugged construction 

» Removable, compression EVA footbed for added shock absorption 


LU 

o 

ZD 

CD 


STYLE # 

COLOR 

SIZES 

M 

314-4000 

MUD PIE BROWN 

CHILDRENS 

12-3 

314-4010 

GLADIATOR TAN 

CHILDRENS 

12-3 

414-4000 

MUD PIE BROWN 

YOUTH 

ZVz-b 

414-4010 

GLADIATOR TAN 

YOUTH 

ZVz-b 


Does not meet ASTM F2413-11 standard for safety footwear 



PUKE - WELLINGTON 



FEATURES 

» Soft full-grain leather upper 
comfortably forms to any foot 

» Durable, Goodyear Storm Welt guarantees a sturdy, 
rugged construction 

» Removable, compression EVA footbed for added shock absorption 


LU 

o 

=> 

o 

STYLE# COLOR SIZES M 

314-4300 MUD PIE BROWN CHILDRENS 12-3 

314-4310 GLADIATOR TAN CHILDRENS 12-3 

414-4300 MUD PIE BROWN YOUTH V/z-b 

414-4310 GLADIATOR TAN YOUTH ZVz-b 

Does not meet ASTM F2413-11 standard for safety footwear 


KIPS FOOTWEAR 





























































PERFORMANCE SOCKS 



THDR0G00D @ 
HEAVY DUTY 
PERFORMANCE 
SOCKS 


100% MERINO WOOL 


SEAMLESS TOE CLOSURE 


COPPER CuTEC® 


LIFETIME GUARANTEE: 

If you are not completely satisfied with the durability or performance of your Thorogood performance socks, please return them for a replacement pair. 
Contact Customer Service for a Return Authorization: 1-800-826-0002 or csd@weinbrennerusa.com 


HEAVY DUTY SOCKS 



FEATURES 

» Copper CuTEC® helps reduce odor, improve 
hygiene and enhances the look and feel of the 
skin creating a healthier environment for the 
wearer. 

» Seamless toe closure creates a flat connection 
in the toe of your footwear reducing bulk, and 
eliminating blister-generating friction. 

» 100% Merino Wool 

»Lifetime Guarantee* 

» Made in USA 


STYLE# 

COLOR 

SIZES: 

S 

M 

L 

XL 

888-5002 

Coyote 

MEN’S 

4V2-6V2 

6V2-9V2 

9H-12H 

13+ 



WOMEN'S 

5-7V2 

7H-10 

10-13 

N/A 

888-5003 

Green 

MEN’S 

4V2-6V2 

6V2-9V2 

9V2-UV2 

13+ 



WOMEN'S 

5-7V2 

7V2-10 

10-13 

N/A 

888-5001 

Black 

MEN’S 

4V2-6V2 

6V2-9V2 

9V2-UV2 

13+ 



WOMEN'S 

5-7V2 

7V2-10 

10-13 

N/A 












LIGHT DUTY SOCKS 





MADE IN THE 


LIFETIME GUARANTEE* 


FEATURES 

» Drirelease® Wool - as warm as 100% polyester 
without the itch, never feels clammy against the 
skin, FreshGuard prevents odor, machine washable. 

» SILVADUR™ antimicrobial technology fights 
undesirable, odor-causing bacteria for the lifetime 
of your footwear. 

» Comfort Zones feature a terry knit loop, providing 
better insulation, exceptional wicking and 
increased protection against impact. 

» Seamless toe closure creates a flat connection 
in the toe of your footwear reducing bulk, and 
eliminating blister-generating friction. 

»Lifetime Guarantee* 

» Made in USA 


STYLE# 

COLOR 

SIZES: 

S 

M 

L 

XL 

888-5005 

Coyote 

MEN’S 

4 1 /2-6 1 /2 

6/2-9/2 

9/2-12/2 

13+ 



WOMEN'S 

5-7/2 

7/2-10 

10-13 

N/A 

888-5004 

Black 

MEN’S 

4 1 /2-6 1 /2 

6/2-9/2 

9/2-12/2 

13+ 



WOMEN'S 

5-7/ 

7/2-10 

10-13 

N/A 

CREW COMPRESSION SOCK 




MADE IN THE 


LIFETIME GUARANTEE* 




FEATURES 

» Graduated compression designed to improve 
blood flow, provides approximately 17.5 mmHg of 
compression at the ankle. 

» Seamless toe closure creates a flat connection 
in the toe of your footwear reducing bulk, and 
eliminating blister-generating friction. 

» 100% Merino Wool 
»Lifetime Guarantee* 

» Made in USA 


sm 


STYLE# 

COLOR 

SIZES: 

S 

M 

L 

XL 

888-5006 

Coyote 

MEN’S 

4/ 2 -6/2 

6/2-9/ 2 

9/2-12/2 

13+ 



WOMEN'S 

5-7/2 

7/2-10 

10-13 

N/A 





OTC COMPRESSION SOCK 


MADE IN THE 


LIFETIME GUARANTEE* 


\ 


FEATURES 

» Graduated compression designed to improve 
blood flow, provides approximately 17.5 mmHg of 
compression at the ankle. 

» Seamless toe closure creates a flat connection 
in the toe of your footwear reducing bulk, and 
eliminating blister-generating friction. 

» 100% Merino Wool 
»Lifetime Guarantee* 

» Made in USA 


STYLE# 

COLOR 

SIZES: 

S 

M 

L 

XL 

888-5007 

Coyote 

MEN’S 

4/ 2 -6/2 

6/2-9Z2 

9/2-12/2 

13+ 



WOMEN'S 

5-7/2 

7/2-10 

10-13 

N/A 


PERFORMANCE SOCKS 
























POSTAL SOCKS I LACE CHARMS I EYE-ZIPPERS I FOOTBEDS 


THOROGOOD 

3-PACK 

SOCKWEAR 



Made in USA* 


Thorogood Professional Uniform socks are made with 
an anatomical understanding of the relationships of 
your foot to your sock, and your sock to your footwear 
We use specific combinations of yarns and knitting 
techniques to make our socks durable and comfortable 
while providing superior foot protection. 


Sizing for All 

THOROGOOD SOCKWEAR 

MEN’S SOCK/SHOE SIZES_ 

• S4VS-6J* •M6 1 /2-9 1 /z •L9H-12J* . XL 13 and up 

WOMEN’S SOCK/SHOE SIZES 

• S 5 - 71/2 • M 71 / 2-10 • L 10-13 


Thorogood 
3-Pack Sockwear 
with CoolMax® 

CoolMax® is a high 
performance, four- 
channel fiber engineered 
to move moisture and 
speed evaporation. It 
is superior fabric for 
wicking action, drying 
time, moisture absorption 
and transport. 



888-1006 
3-Pack Crew 

All white, 

with postal stripes 


888-1008 
3-Pack Crew 

All black 


888-1009 
3-Pack Crew 

All navy, 

with postal stripes 


888-9009 

3-Pack Mini Crew 

All navy, 

with postal stripes 


888-1007 
3-Pack Mini Crew 

All white, 

with postal stripes 


LACE CHARMS/YKK EYE ZIPPERS 



889-7020 


Thorogood USA Flag 
Lace Charm 

Gunmetal base with USA flag 
Minimum order 500 pieces 
(250 pair) 



884-6002*" !) 
6-Eye Zippers 

884-6642 

9-Eye Zippers 

Size 11-15 for 
804-6379 

584-6002 

7-Eye Zippers 

884-6441 

10-Eye Zippers AND 
(Fire) 7” Zippers 

884-6001 

8-Eye Zippers 

884-6241 

8-Eye Zippers (Fire) 

884-6541 

10-Eye Zippers AND 
(Fire) 8” Zippers 

884-6641 

9-Eye Zippers 

Size 5-10 1 ^ for 
804-6379 

884-6341 

11-Eye Zippers (Fire) 


GENUINETHOROGOOD®FOOTBEDS 


si 

II 

1 

II 

889-6007 

889-6008 

889-7024 

889-8000 

Ultimate 

Comfort 125 Footbed 

Compression Foam 

The Deuce 

Shock-Absorption™ 

single-density 

Footbed 

SHOCK ZONE Footbed 

Footbed 

polyurethane 


dual-density 


with contour heel cup 


polyurethane 

MADE IN THE 

MADE IN THE 



Hu S All! 
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MEN’S SIZES 

MEN’S SIZES 

MEN’S SIZES 

MEN’S SIZES 

S 7-9 

S 7-9 

xs 5-6 y 2 

XS 4-5% 

M 9V2-11 

M 9V2-11 

S 7-8 y 2 

S 6-7% 

L 11%-13 

L ll 1 /2-13,14 

M 9-11% 

M 8-9% 

XL 14-15 

WOMEN’S SIZES 

S 6-7% 
m 8-9% 

L 10-11% 

L 12+ 

L 10-11% 

XL 12-13% 

XXL 14-15 













































LIMITED WARRANTY 

Weinbrenner Shoe Company, Inc. (“Thorogood Shoes”) warrants solely to those consumer purchasers (“purchasers”) 
who, for their own use or use by another consumer end user, purchase the Thorogood® branded products (“Products”) 
directly from an authorized seller (“Authorized Seller”) that the Products manufactured by Thorogood Shoes are free 
from defects in material and workmanship for a period of one year from the date of purchase. 

This warranty covers normal use only of the Products. Thorogood Shoes will not assume responsibility for any failure 
of the Products incurred by misuse, abuse, neglect or exposure to a substance or an environment that degrades the 
Products. Normal sole wear of the Products is not considered to be a defect in material and workmanship. 

Products considered to be defective must be returned to the Authorized Seller from which the Products were originally 
purchased or issued with the original purchase receipt or issuer’s invoice record. Our policy is to honor Product 
warranties only on Products purchased from an Authorized Seller of Thorogood® Products and only when accompanied 
by the original purchase receipt or proof of purchase. If Products are purchased from an unauthorized seller this limited 
warranty will not be valid. 

Defective Products will be repaired or replaced at the discretion of Thorogood Shoes. Any replacement will be for the 
same style and size of the returned defective footwear Products. 

This is a limited warranty. The obligations set forth in the preceding paragraphs are Thorogood Shoes’ sole obligation 
and the purchaser’s exclusive remedy. Thorogood Shoes makes no other express warranty. Any implied warranty of 
merchantability orfitness fora particular purpose that may be applicable to the Products is limited in duration to the 
duration of this limited warranty. Some States do not allow limitations on how long an implied warranty lasts, so the 
above limitation may not apply to you. 

Thorogood Shoes shall not be liable for any direct, or indirect, incidental or consequential damages even if it has 
been advised of possibility of such damages. Some States do not allow the exclusion or limitation of incidental or 
consequential damages, so the above limitation or exclusion may not apply to you. 

This limited warranty shall be governed by, and construed and interpreted in accordance with, the local laws of 
the State of Wisconsin (without application of its conflicts of laws principles), except only to the extent replaced or 
precluded by other law of mandatory application. This warranty gives you specific legal rights, and you may also have 
other rights which vary from State to State. 


RETURNED GOODS POLICY 

Inspection Requirement- Weinbrenner is committed to quality. Upon receipt of Products from Weinbrenner, Dealer shall 
inspect the Products for damage and defects. Products that are damaged or otherwise defective must be removed from 
inventory and either returned to Weinbrenner or repaired prior to being offered for sale to end-user customers. 

Defective Merchandise- No written permission is required for Dealer’s return of up to 6 pair of defective merchandise. 
Please contact Customer Service for returns over 6 pair. Credit will be issued on footwear with defective workmanship 
or materials. Credit may be pro-rated based on the general condition and length of wear. If footwear has been abused, 
cut, punctured, scraped or used for unintended purposes, the policy is not in force. WE DO NOT ACCEPT RETURNED 
FOOTWEAR DIRECTLY FROM THE CONSUMER. When a defect is minor, eyelet, hook, D-Ring, or rivet replacement, seam 
stitching, sole or heel reattachment, etc., your customer may be happy with a quick and inexpensive repair. Weinbrenner 
will reimburse dealers up to $15.00/pair for such repairs done at a local shoe repair shop. Send a paid receipt to WSC 
Customer Service for reimbursement/credit. 

Non-Defective Merchandise- Prior written permission is required on any return of non-defective merchandise. Contact 
your sales representative. 

PRODUCT CHANGE NOTICE 

This Thorogood catalog is accurate as of the date of printing. However, in our never ending pursuit of better materials 
and construction there may be product specification changes made during the year without notice. The Thorogood price 
list is your official list of stock numbers available. 

THOROGOOD®, THE ULTIMATE®, ULTIMATE SHOCK-ABSORPTION™, SOFT STREETS™, l-MET®, HELLFIRE™, and SHOE IN® are registered 
trademarks of the Weinbrenner Shoe Company, Inc. 

• VIBRAM® and the Yellow Octagonal Label are registered trademark of Vibram S.p.A. of Italy. Quabaug Corporation, North Brookfield, 
MA, is the North American manufacturer of Vibram soling products under exclusive license. 

• KEVLAR® is a registered trademark of DuPont. 

• 3M™ THINSULATE™, and SCOTCHLITE™ are trademarks of 3M™. 

• PORON® is a registered trademark of Rogers Corporation. 

• DRI-LEX® is a registered trademark of Faytex Corporation. 

• MAXUM® is a registered trademark of Meramec Group. 

• COOLMAX® is a registered trademark of Invista. 

• L-PROTECTION® is a registered trademark of Lenzi Egisto S.p.A. 

• GORE-TEX®, GUARANTEED TO KEEP YOU DRY®, GORE®, and designs are trademarks of W. L. Gore & Associates, Inc. 
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